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Preface 


T HAS BEEN SAID that monopulse means different things to 

different people. That this is so is understandable in view of 
the bewildering number of techniques that can properly be called 
monopulse. ‘To some who have become absorbed in the details 
of one particular manifestation of the concept, and to others 
who may have only a casual acquaintance with it, monopulse 
may well mean that particular system with which they happen 
to be familiar. Even to those who are familiar with more than 
one, the various forms may appear to be independent and unre- 
lated. It has been felt that the obstacle to a complete under- 
standing of the concept lies in a lack of definition. Once mono- 
pulse has been defined properly a consistent theory can be 
developed showing the underlying relationships among all of the 
various forms, and the apparent differences between them can 
then be resolved. Such a definition is proposed here for the first 
time in the form of three postulates. It evolved as a part of the 
unified theory of monopulse, developed during the winter of 
1956-1957 and described in Chap. 2. 

This monograph is the first general treatment of the concept of 
monopulse. It was written to acquaint the student and prac- 
ticing engineer with the principles of monopulse, and hopefully 
to suggest new ideas for further development to those already 
actively engaged in the field. No specific design information is 
included, and relatively few experimental data. The emphasis 
is on concepts rather than specific systems. A few representative 
systems are included, however, to illustrate ways in which the 
basic concepts may be implemented. But they are by no means 
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exhaustive, for the number of monopulse systems admitted by the 
unified theory is unlimited. 

Some of the concepts presented here are new; many are not. 
Wherever possible a conscientious attempt has been made to 
credit the various inventions to their inventors, but, as in the case 
of many scientific areas developed by modern research team 
efforts, individual contributions frequently remain anonymous. 
With respect to the book itself I should like to express my 
sincere personal appreciation to Drs. J. Q. Brantley, Jr., and 
W. A. Flood for the many stimulating discussions that led to its 
being written; to G. M. Kirkpatrick, Dr. R. M. Page, and 
Sir Robert Watson-Watt for their encouragement and construc- 
tive criticism of the manuscript; and to the Cornell Aeronautical 
Laboratory, at which I was a member of the staff during prepara- 
tion of most of the manuscript, for their sympathetic interest in 
and active sponsorship of its preparation. Finally, it is a par- 
ticular pleasure to acknowledge the influence of Dr. Lillian R. 
Lieber in recognizing the importance of attitude in scientific 
thought. 

The subject of monopulse as presented here is admittedly 
incomplete. The field itself is relatively new, having been devel- 
oped primarily for military applications. Consequently much 
of it remains as classified security information that cannot as yet 
be published in the open literature. One particularly important 
area that has been almost completely neglected here is the effect 
of noise on monopulse angle accuracy. ‘To wait until a complete 
treatment of the subject of monopulse could be presented would 
result in an indefinite delay in publication; hence it was decided 
to adopt the philosophy of Sir Robert Watson-Watt’s famous 
‘“cult of the third best: The best never comes and the second best 
comes too late.’”’ It is hoped that this ‘‘third best’’ has come 
soon enough to help chart the future development of monopulse. 


Donald R. Rhodes 


Orlando, Fla. 
January, 1958 
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| . Introduction to 
the monopulse concept 


ONOPULSE is a concept of precision direction finding of a 
M pulsed source of radiation. The direction of the pulsed 
source, such as a scattering target or radar beacon, is determined 
by comparing the signals received on two or more antenna pat- 
terns simultaneously. Although strictly a receiving concept, 
monopulse has been used primarily in the field of radar, where the 
pulse feature is utilized to determine range as well as angle of 
arrival. In the years since World War II it has become a highly 
useful and versatile addition to the art of radar, serving to aug- 
ment conventional radar capabilities in some cases by increasing 
the precision with which angle measurements can be made, and 
in others by adding a third dimension to its data-gathering capa- 
bilities. The potential applications of monopulse are just begin- 
ning to be explored and should provide electronic engineers with 
new and fertile fields of activity for years to come. 

The initial stimulus to develop monopulse was in the field of 
precision target tracking. Sequential-lobing techniques such as 
beam switching and conical scanning, used earlier for target 
tracking, were found to be degraded in accuracy by the effects of 
target scintillation. It was felt that a technique for determining 
direction by comparing the return on two or more antenna lobes 
simultaneously could be designed to eliminate this source of error. 
Furthermore, simultaneous lobing would have the advantage of a 
higher data rate since complete three-dimensional information 
on the target location would be available from every pulse 
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received, in principle at least. It was this possibility of locating 
a target completely from the return of a single pulse that led to 
the term ‘‘monopulse,’’ suggested originally by H. T. Budenbom?:* 
at the Bell Telephone Laboratories in 1946. 

Simultaneous-lobing techniques were used to measure the angle 
of arrival in atmospheric propagation tests as early as 1928. 
Within four years after the first operational radar tests in 1936 
the British, under the direction of Sir Robert Watson-Waitt, 
had an operating prototype of a search radar using a simul- 
taneous-lobing technique for beam sharpening (Sec. 3.7). In 
the same year, 1940, the first simultaneous-lobing experiments at 
the Naval Research Laboratory were performed.{ The British 
and American work in this, as in so many other areas, were each 
unknown to the other, illustrating once again the amazing extent 
to which the two countries paralleled each other in the develop- 
ment of radar in all its forms. 

These early experiments formed the background for the first 
work on monopulse in America. During World War II the first 
organized efforts were generated within the laboratories of the 
General Electric Company,! the Naval Research Laboratory,’ 
and the Bell Telephone Laboratories ;? these efforts were directed 
primarily toward the improvement of target tracking. Sub- 
sequently a number of other potential applications of the mono- 
pulse concept have appeared, branching out into many fields 
where precision angle-of-arrival measurements are required. 


1.1 Sequential vs. simultaneous lobing 


Various forms of automatic precision direction finding have 
been developed that are based either on sequential or on simul- 
taneous lobing. In either case the angle of arrival of the incom- 
ing wave is determined by comparing the signal received on two 
or more noncoincident antenna patterns. The patterns are 
usually mirror images about an axis, called the boreszght axis, of 
the antenna. When the emitting source, which may be either a 
radio transmitter or a scattering target, is on the boresight axis, 
the signals received are equal. Therefore the direction of a 


* All numbered references are listed in the Bibliography. 

} H. T. Friis, Oscillographic Observations on the Direction of Propaga- 
tion and Fading of Short Waves, Proc. IRE, vol. 16, pp. 658-665, May, 1928. 

t Private communication from Dr. R. M. Page. 
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given source may be determined by bringing the boresight axis 
into coincidence with the source direction as indicated by equal 
received signals. This is the physical basis of most target- 
tracking techniques, whether the comparison is made sequentially 
or simultaneously. 

Direction finding by sequential lobing is performed by com- 
paring the signals received by the various antenna patterns in a 
sequence. The most common techniques for sequential lobing 
are beam switching and conical scanning, on both of which a 
tremendous amount of work has been done. In the case of 
beam switching* the antenna patterns are produced in pairs, as 
indicated in Fig. 1.1. When a source appears within the two 


Source 
a Boresight 





Fig. 1.1 Amplitude comparison of squinted beams. 


beams at an angle @ from the boresight, a voltage of amplitude 
E,(@) is received by the upper beam and a voltage of amplitude 
E.(0) by the lower beam. By switching a receiver alternately 
between the two antenna feeds the two amplitudes of the received 
voltages may be compared. On the boresight axis they are equal. 
Above the boresight /; is greater than E2, while below the bore- 
sight it is smaller. Thus the comparison provides an indication 
of the amount of angular displacement of the source from the 
boresight and, most importantly, the direction, or sense, of that 
displacement. Once the source has been acquired, it becomes 
possible to track it automatically, since any displacement of the 
source from the boresight results in an error signal that may be 
used to drive the antenna mechanically in a closed servo loop 
until that error is reduced to zero. By beam switching it is 
possible theoretically to obtain a new error signal on every pulse 
after the first. Comparing the return from each pulse with that 
received on the opposite beam from the preceding pulse indicates 
the average angular error of the source between the two pulses. 
Rapid beam switching introduces a number of problems associ- 
ated with the switching process itself. Furthermore, it is limited 


* A. Maclese and J. Ashmead, The Rhumbatron Waveguide Switch, 
J. IEE (London), vol. 93, pt. IIIA, no. 4, pp. 700-702, 1946. 
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in its simplest form to direction finding in a single plane; com- 
plete three-dimensional direction finding involves switching 
between two pairs of beams, the original pair plus another in a 
plane perpendicular to that of the first. Therefore three-dimen- 
sional direction finding by sequential lobing is usually performed 
by conical scanning.4 When a single beam, such as one of those 
used for beam switching, is rotated about the boresight axis in a 
cone, the signal amplitude received from a source will be modu- 
lated at the conical scan frequency. The position of the modula- 
tion maxima corresponds to the direction of the source. As the 
boresight is brought onto the source, the percentage modulation 
will reduce to zero. The modulation amplitude indicates the 
amount of angular error, while the relative phase of the modula- 
tion envelope indicates its direction. As the source passes 
through the boresight axis, the modulation phase will reverse, 
indicating a reversal of sense. Therefore conical scanning pro- 
vides all of the information needed for automatic tracking. It 
may be slower than beam switching, however, because the maxi- 
mum rate at which error data can be collected is limited by the 
mechanical capability of the scanning element. ° 

A severe limitation to the tracking accuracy of any sequen- 
tial-lobing radar technique is the angular jitter caused by pulse- 
to-pulse fading of the return signal. One of the best records* 
published of radar fading is reproduced in Fig.1.2. The measure- 
ments were made at a wavelength of 3 cm with a repetition rate 
of 1,500 pulses per second. When the radar beam was fixed in 
the direction of the target, the signal faded rapidly and at ran- 
dom from pulse to pulse (Fig. 1.2a). Fading of this nature is a 
result of target scintillation, a rapid change of radar cross section 
caused by a highly sensitive interference phenomenon among 
scattering elements of the target. When the same beam was 
misaligned from the scintillating target by scanning conically at a 
rate of 30 revolutions per second (rps), the signal was modulated 
as in Fig. 1.26. The effect of rapid fading on conical scanning 1s 
to produce a serious degradation in tracking accuracy in the form 
of angular jitter of the misalignment signal. It can be smoothed 
by integrating over a sufficiently large number of scans, but this 
results in an undesirable lag in the tracking loop. If, in addition, 
the fading signal should happen to have a strong component near 


* J. F. Coales, H. C. Calpine, and D. S. Watson, Naval Fire-control 
Radar, J. TEE (London), vol. 93, pt. IIIA, no. 1, p. 324, 1946. 
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the scanning frequency, as in the case of propeller modulation in 
Fig. 1.2c, the misalignment signal contains components very 
near to the conical scan frequency which can be removed only by 
integrating over a period of several seconds. Thus the effects 
of fading on sequential lobing can be very serious indeed. 
Simultaneous lobing, too, is performed by comparing antenna 
patterns, but it is distinguished from sequential lobing by the 
fact that the angle of arrival can be measured instantaneously and 
continuously by comparing the antenna patterns simultaneously. 
Consequently those errors in sequential-lobing measurements 
caused by fading of the received signals need not be present, 
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(c) 

Fig. 1.2 Pulse-to-pulse fading of 3 cm radar signals: (a) target scintillation, 
(b) conical scanning at 30 cps, (c) fading with a strong 30-cps component 
caused by propeller modulation. (From Coales, Calpine, and Watson.) 


since only the instantaneous relative amplitudes of the signals 
received from a-given direction are measured, and these remain 
invariant. This is an important advantage. By pulsing the 
transmitted signal the instantaneous angle of arrival of radar 
return from such complicated scatterers as earth terrain can be 
measured in elevation (although not in azimuth), as discussed in 
Sec. 1.2. Such a measurement is based on the monopulse con- 
cept; it would be impossible using any other known radar 
technique. 

In contrast to the various sequential-lobing techniques for 
obtaining angle of arrival, simultaneous lobing is not limited to a 
comparison of amplitudes alone. Phase patterns as well as 
amplitude patterns may be compared to obtain angle of arrival. 
Sequential lobing, on the other hand, is limited strictly to ampli- 
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tude comparison unless special techniques are introduced for 
storing and comparing phase information. The angle of arrival, 
as obtained from the amplitude patterns in Fig. 1.1 by sequential 
comparison, may be obtained equally well by simultaneous com- 
parison. But angle of arrival may be obtained instead from a 
phase-sensing antenna in the form of a radio interferometer whose 
phase patterns are compared simultaneously. Under certain con- 
ditions (Sec. 5.3) the phase patterns reduce to the patterns of a 
pair of displaced phase centers whose phase difference is a 
measure of angle of arrival. If the phase centers are spaced a 


Boresight 





s sin @ 
Fig. 1.3. Phase comparison by a radio interferometer. 


distance s (Fig. 1.3), then the phase difference is related to angle 
of arrival 6 by 
¢ = Fs sin 6. (1.1) 
It will be seen later in Chap. 5 that considerable flexibility of both 
amplitude- and phase-sensing characteristics is possible by con- 
trolling the aperture distribution of the antenna, although most 
modern simultaneous-lobing techniques have been limited either 
to the use of conventional radar beams squinted off of the bore- 
sight or to the use of displaced-phase-center interferometers. 
The advantages of simultaneous lobing are obtained only at the 
expense of added complexity of the system. Instead of the usual 
single-channel receiver consisting of a mixer, intermediate-fre- 
quency (i-f) amplifier, and detector, it becomes necessary, for 
continuous angle measurement, to use at least two channels (for 
angle measurements of pulsed point sources a single channel may 
sometimes be shared®). The angle information is obtained by 
comparing the signals from each pair of channels. To ensure an 
accurate and stable angle indication these channels may have 
stringent dynamic requirements on amplitude or phase, or more 
generally on both amplitude and phase, since the comparison 
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practical system the time constants of the system can never quite 
be reduced to zero. In some cases smoothing may be intro- 
duced deliberately in order to remove the random fluctuations in 
angle of arrival caused by glint. In an air-to-air radar applica- 
tion the Telecommunications Research Establishment found . 
that some smoothing had to be introduced into the system because 
the point of apparent or real reflection from an aircraft appeared 
to jump from wing to wing and to the tail.* 


Boresighting vs. angle-scanning monopulse 


The monopulse concept generally is applied in one of two ways, 
regardless of whether it is used to sense the direction of an active 
or of a passive radiating source. In one way the output of the 
system is taken directly as a measure of the angle of arrival of 
the incoming wave relative to the boresight direction, while in 
the other it is limited solely to an indication of the boresight 
direction itself. The latter application, boresighting, was the 
first to be developed because it is the simplest, and since it is 
also the most common it is sometimes mistaken to be the only 
application. It was developed originally for automatic precision 
target tracking. Once the target has been acquired, it can be 
isolated from other targets and tracked in range by gating its 
return, after which it can be tracked in angle by driving the 
antenna from the angle output of the radar in a closed servo 
loop.!:*7 The other type of application that has been suggested, 
and one that has some important implications, is instantaneous 


angle scanning over the full width of the beam. It has been 


pointed out that ‘‘the entire sky could be scanned with one 
revolution of the antenna. Information on range, azimuth, 
and elevation bearings, for all airplanes within the range of the 
system, would be plotted on the oscilloscope each time the 
antenna mount made one revolution.’’! 


Angle of arrival 


Existence of a well-defined angle of arrival is implied in the 
concept of monopulse by the assumption that the pulsed source is 
isolated in space at a sufficiently great range. In the presence 
of a number of isolated pulsed sources the angle of arrival from 
each will still be well defined, provided no two are received 
simultaneously. Pulses received simultaneously from two simi- 

* Private communication from Sir Robert Watson-Watt. 
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lar sources cannot be separated; hence the measured angle of 
arrival does not represent the direction of either source. When 
used to sense passive sources with a radar, where the pulsed 
sources are the scattering targets in the field of the radar trans- 
mitter, this means that the angle of arrival will be well defined 
providing no two radar targets at different angles within the 
beam lie within one pulse length radially of each other. 

Even in the case of extended surface targets* a fairly well- 
defined angle of arrival may still be produced. The earth at 
near grazing incidence is an important example of such a target. 


Line of flight 





Fig. 1.4 Radar illumination of earth terrain by a narrow fan beam. The 
instantaneous angle of arrival @ is a continuous function of range FR to the 
strip of terrain illuminated by the outward moving pulse. 


If the radar beam is confined to a narrow fan shape in azimuth 
(Fig. 1.4), the radar return will originate from within the narrow 
strip of earth illuminated by the transmitted pulse. This ele- 
ment of the earth’s surface will appear nearly as a point source 
since its dimensions are small relative to its range. As the pulse 
moves radially outward, the apparent point source will change in 
such a way as to move with it along the surface of the earth. The 
power scattered back at any time A/c after emission of the pulse 
will then arrive at a reasonably well-defined angle 0, an angle of 
arrival which will almost always be a single-valued function of 
time, and hence of range R, since the elevation profiles of terrain 
almost never double back on themselves. This is not true of 


*L. N. Ridenour, ‘‘Radar System Engineering,’ Radiation Laboratory 
Series, vol. 1, McGraw-Hill Book Company, Inc., New York, 1947, p. 85. 
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most azimuth profiles of terrain at a given elevation, which is 
the reason why only the elevation profile of terrain may be 
described by the return from each pulse and hence why the beam 
must be narrow in azimuth. The angle of arrival will not be a 
set of discrete values, as in the case of truly isolated point targets, 
but instead it will vary continuously over the elevation profile as 
the pulse moves radially outward. 


Angular resolution 


Angular resolution, or the ability to distinguish the diffraction 
patterns of two point sources, is limited in conventional receiving 
systems to the half-power beamwidth of the 
diffraction pattern. This is the famous 
Rayleigh criterion of optics,* which applies 
equally well to conventional radio-frequency 
(r-f) systems. Monopulse, on the other hand, 
makes use of the range resolution inherent to 
the concept to relax this limitation. Any 
number of isolated pulsed sources, such as 
radar targets at different ranges, can be 
separated by gating (Fig. 1.5), after which 
their angular positions within the diffraction 
patterns of the antenna can be determined 
Fig. 1.5 Separa- With considerably higher accuracy by simul- 
tion of radar tar- taneous lobing. An increase in angular reso- 
gets by range gat- Jution by at least a factor of ten over the 
Re ee of Rayleigh resolution is common. But without 

range resolution to isolate the individual 
pulsed sources within the beam, the angular resolution of mono- 
pulse reduces to exactly that of a conventional receiving system. 


Targets 


\\ 
CPHL 





1.3 Angle noise 


The effect of noise on any measurement of angle of arrival is to 
produce an uncertainty, or jitter, in the angular measurement. 
This was described for conical scanning in connection with the 
pulse-to-pulse fading records in Fig. 1.2. Monopulse, as well, 
is limited in angular accuracy by noise. It has an important 
advantage over any other form of pulsed direction finding, how- 


*F. A. Jenkins and H. E. White, ‘‘Fundamentals of Physical Opties,’’ 
McGraw-Hill Book Company, Inc., New York, 1937, p. 120. 
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ever, in that it reduces considerably the errors caused by fading. 
It was to achieve this advantage that monopulse was first 
developed. 

Angle noise can be caused by any or all of three distinctly 
different phenomena:* (1) fading, (2) glint, and (3) thermal noise. 
Only the latter, thermal noise, is absolutely irreducible. Its 
irreducible part is the thermal noise exchanged between the 
antenna and its surroundings.t By using high-gain r-f amplifiers 
with low noise figures the internal noise generated within the 
receiver itself can be reduced to an arbitrarily low level, but the 
noise from the antenna remains undiminished. Of the othertwo 
types of noise, that associated with fading is removed, ideally, by 
the ratio action of monopulse. This is one of the primary 
features of monopulse, one considered to be of such importance 
that it has been elevated to the rank of a fundamental postulate 
of the unified theory of monopulse proposed in Chap. 2. In 
practice this type of noise cannot be removed completely, how- 
ever, since an infinite bandwidth would be required to produce a 
truly instantaneous ratio, although it can be reduced below the 
level of the residual noise in the receiver. Its origin is principally 
scintillation of radar targets, i.e., those changes in radar cross 
section of complex multiple scatterers (such as aircraft) seen 
when the aspect angle changes. The third type of noise, glint, 
is caused by a random wandering of the center of radiation about 
complex multiple scatterers as the aspect angle changes. Both 
glint and scintillation result almost exclusively from the effects 
of scattering. When monopulse is used to sense an active source 
rather than a scattering target, in an environment free of reflec- 
tions, neither of these sources of noise is present. 

The two types of angle noise that cannot be removed by the 
ratio action of monopulse, namely glint and thermal noise, may 
be likened to the two types of amplitude noise present in the out- 
put of a conventional radar receiver, namely clutter and thermal 
noise, respectively. Glint in an angle measurement, just as 

*C. E. Brockner, Angular Jitter in Conventional Conical-scanning, 
Automatic-tracking Radar Systems, Proc. JRE, vol. 39, pp. 51-55, January, 
1951. Servo jitter is a fourth source of noise that affects the accuracy of a 
boresight-tracking type of system but is ignored here since it is not a prop- 
erty of monopulse itself. 

tJ. L. Lawson and G. E. Uhlenbeck, ‘‘Threshold Signals,’’ Radiation 


Laboratory Series, vol. 24, McGraw-Hill Book Company, Inc., New York, 
1950, p. 103. 
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clutter in an amplitude measurement, is produced solely by 
sources external to the receiver itself. Both glint and clutter 
occur only when the signal received is produced by scattering. 
Strictly speaking neither of these is truly noise since they both 
are believed to possess a certain degree of correlation over a 
number of pulses.* Thermal noise, on the other hand, is com- 
pletely uncorrelated from pulse to pulse in either the case of a 
monopulse or a conventional radar receiver. 

The root mean square (rms) angular error arising from glint is 
inversely proportional to range, since glint is a parameter associ- 
ated with a linear dimension of the scattering target, whereas 
that arising from thermal noise is directly proportional to the 
square of the range, since it 1s proportional to the noise-to- 
signal voltage ratio.f Therefore, although glint may be the pre- 
dominant source of noise at close range, thermal noise establishes 
the ultimate and final upper bound on angular accuracy (or 
lower bound on angular error). Budenbom has made a study? 
of the thermal bound and published some data obtained from 
monopulse angle-tracking experiments performed at Bell Tele- 
phone Laboratories in 1948. While the results are not con- 
clusive, they do support the contention that the lower bound on 
angular error is proportional to the square of the range. 


1.4 Early monopulse radar systems 


It is appropriate to conclude this introduction with a review of 
some of the first attempts to achieve monopulse operation. 
Three basically different radar techniques tried during World 
War II, representing each of the three classes of monopulse 
(Sec. 2.4), will be described here. 


Phase comparison 


One of the first monopulse radar systems, and conceptually one 
of the simplest, was built and tested by Blewett, Hansen, Troell, 
and Kirkpatrick at the General Electric Company.! It was 
basically a dual-plane tracking interferometer radar with phase- 
sensing receiving antennas, linear i-f amplifiers, and a con- 
ventional phase comparator for detecting the two signals at the 
output. The circuit is illustrated schematically in Fig. 1.6. 


* Tbid., p. 124. 
tT Brockner, loc. cit. 
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The antenna, shown mounted on its rotating pedestal in Fig. 1.7, 
consisted of four 16-in. parabolic reflectors cut down and welded 
together, each with a separate feed at its focal point. One 
reflector was used to transmit and the other three to receive, two 
in azimuth and two in elevation with one reflector common to 
both planes. In this way the duplexing problem was avoided. 
Each pair of receiving antennas constituted an interferometer 
with phase centers spaced about 15 in. apart, corresponding to an 
electrical spacing of about 12 at the operating wavelength of 
3.2 cm. From Eq. (1.1) the beamwidth between first nulls of 
the interference pattern was about 4.8°, corresponding to a range 
of phase of —180 to +180°. The half-power beamwidth of the 


i-f 
Azimuth drive amplifiers 
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| preamplifiers (with AGC) 
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Fig. 1.6 An early dual-plane phase-comparison monopulse radar tracking 
system. (After Blewett, Hansen, Troell, and Kirkpatrick.) 


paraboloids was somewhat greater, about 6°, resulting in about 
0.6° of reverse polarity signal from the adjacent interference 
lobes at the edges of the beam. Reverse polarity signals would 
be expected to cause a tracking radar to veer away from the 
target, and although no trouble was experienced it was recognized 
that an optimum interferometer design should have individual 
pattern beamwidths less than the composite interference beam- 
width. If this system were to be used for angle scanning within 
the beam instead of boresight tracking, the pattern beamwidths 
should be limited to half of the interference beamwidth, because 
the output of the phase comparator used for angle detection is a 
multiple-valued function of angle of arrival for any range of phase 
exceeding —90 to +90°. 

By heterodyning the r-f signals against a common local 
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oscillator they were converted to an intermediate frequency with 
their relative phases as well as amplitudes preserved. This is 
essential to the operation of any phase-comparison system. The 
mixers, local oscillator, and i-f preamplifiers were mounted 
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Fig. 1.7 The transmitting and receiving antennas of the General Electric 
phase-comparison monopulse radar system, shown mounted on their 
rotating pedestal. (General Electric Company.) 


directly on the back of the servo-driven clover-leaf antenna (Fig. 
1.7) with all other components mounted on a stationary plat- 
form. Flexible cables were used to carry the i-f signals to the 
i-f amplifiers in order to avoid the problems associated with 
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multiple-channel rotary joints. This limited the antenna rota- 
tion to 180°. An ordinary single-channel rotary joint was used 
to carry the transmitted signal from the magnetron to the trans- 
mitting paraboloid. Standard 30-Mc radar i-f amplifiers with 
2-Mec bandwidth were used. Automatic gain control (AGC) 
signals were fed back to the grids of the second and fourth i-f 
amplifier stages to eliminate amplitude variations in the i-f 
output. An automatic range gate, synchronized by the modula- 
tor, was applied to the screens of the first and third stages to 
track the target automatically in range. The two pairs of con- 
stant-amplitude range-gated i-f signals were then detected in 
phase comparators with square-law rectifiers to produce an azi- 
muth and an elevation angular error signal. When the target 
was on the boresight axis, both error signals were zero. Above or 
to the right of the boresight the error signals were positive, while 
below or to the left they were negative. The indicated boresight 
direction was found to be very stable over long periods of time, 
varying less than 0.025° in continuous operation over a period of 
a week. After video amplification of the pulsed outputs from 
the phase comparators, the video pulses were smoothed and used 
to drive a motor to position the antenna array. The monopulse 
receiver and positioning drive constituted a closed-loop servo- 
mechanism. The smoothed output from the receiver went 
through a null and reversed polarity when a target passed from 
one side of the boresight to the other, thereby reversing the 
driving motor rotation. The net result was automatic three- 
dimensional tracking in range, azimuth, and elevation. Tests 
in tracking a 100-mph airplane at ranges of about 1,000 yd showed 
a probable error of about 0.07° in azimuth and 0.05° in elevation, 
corresponding roughly to an electrical angular error of 4 to 5° 
in the measurement of relative phase of the signals received by the 
interferometer antennas. 


Amplitude comparison 


Perhaps the first amplitude-comparison monopulse system to 
be developed was a single-plane tracking radar invented by 
Sommers.® The angle of arrival was sensed by a pair of ampli- 
tude patterns whose main beams were squinted off of the bore- 
sight by lateral displacement of dipole feeds in a parabolic reflec- 
tor (Fig. 1.8). Separate transmitting and receiving antennas 
were used as in the previous system to avoid the duplexing 
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problem, with the two reflectors linked together mechanically 
for angle tracking. 

A particularly original feature of the Sommers system is its 
use of a single channel, made possible by utilizing a characteristic 
unique to amplitude comparison of signals received from isolated 
pulsed sources. The angle information returned from an iso- 
lated target is contained solely in the relative amplitudes of the 
signals received on the return pulse by the two feeds; hence the 
pulses received may both be passed through a common receiving 
channel (mixer, i-f amplifier, and rectifier), if one of them is 
delayed in time by at least its own length. The delay network in 
the test model consisted of 100 ft of coiled wave guide to give a 
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Fig. 1.8 An amplitude-comparison monopulse radar tracking system. 
The two receiving channels are combined by time sharing. (After Sommers.) 


delay of one pulse length. With any other type of monopulse 
it would have been necessary to preserve phase as well as ampli- 
tude of the delayed signal. The use of a single channel is a 
tremendous simplification, eliminating much of the added com- 
plexity usually associated with monopulse. It is also an inher- 
ently balanced system since the channel appears nearly identical 
to the two pulses. After rectification the two video pulses may 
be separated by gating, and then they may be compared after 
delaying the first pulse by the same length of time that the second 
pulse had been delayed earlier. The two pulses may be compared 
independently of their absolute level simply by taking their differ- 
ence, providing that a receiver is chosen whose transfer function 
has a logarithmic amplitude response (Sec. 3.4). Since the dif- 
ference of two logarithms is the logarithm of their ratio, the two 
signals are normalized, in effect, one with respect to the other, 
just as they were in the previous system by the use of automatic 
gain control. On the boresight the two pulses are of equal height, 
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hence the difference of their logarithms vanishes. About the 
boresight the difference of their logarithms exhibits odd sym- 
metry. Although Sommers did not specify the characteristics 
of his receiver, this could have been the technique used to develop 
the error signal that drove the antenna assembly in a closed 
servo loop. ) 

Two targets lying within a spherical shell two pulse lengths in 
thickness will have an overlapping interval in which the direct 
return from the far target and the delayed return from the near 
target will pass through the receiver simultaneously. Since the 
overlapping portions of the return pulses cannot be separated at 
the receiver output, it is evident that the Sommers system is 
limited to targets separated by a minimum radial distance of at 
least two pulse lengths. In most tracking applications this is 
not a serious limitation, however. Even with separate amplify- 
ing channels the minimum radial separation required would be 
about one pulse length. But in some other applications, particu- 
larly those in which continuous measurements of angle of arrival 
are necessary as in Fig. 1.4, the Sommers system of time-sharing 
a single channel is inapplicable. 


Sum-and-difference comparison 


A third form of monopulse, based on a comparison of the sum 
and the difference of the received signals, was developed by Page® 
at the Naval Research Laboratory. Whether the received sig- 
nals are obtained from an amplitude- or a phase-sensing antenna, 
their difference is an odd function about the boresight axis and 
their sum an even function. The ratio of the difference to the 
sum is always independent of the absolute level of the received 
signals, in common with the other two systems described, and it 
bears a fixed relationship to the magnitude and sense of the angle 
of arrival relative to the boresight. As in the other two systems 
this ratio is formed, in effect, but in a rather unusual way, as 
will be seen. 

The Page system is shown in Fig. 1.9 for sensing in a single 
plane. The angle information is obtained by amplitude sensing, 
although phase sensing could have been used just as well. An 
important difference between this and the other two systems will 
be observed in the use of a single antenna for both transmission 
and reception. Duplexing is relatively simple and straight- 
forward whenever a sum. signal is formed, for the sum pattern 
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bears a close resemblance to the type of pattern desired for trans- 
mission. The transmitter may then be connected to the sum 
line during transmission by use of a transmit-receive (TR) switch 
as was done here. The sum-and-difference signals were formed 
by a hybrid ring, then amplified, and finally compared in a phase 
comparator. The video output of the phase comparator was 
proportional to the product of the sum-and-difference ampli- 
tudes. This product, 2 - A, was then added to an A-scope time- 
base signal and compared on the A-scope with the square-law 
rectified output 2? of the sum channel. The result was a pip 
that leaned to the right or to the left, depending on whether the 
angle of arrival was on one side or the other of the boresight 
direction. Precisely on the boresight the pip was vertical. The 
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Fig. 1.9 An early sum-and-difference comparison monopulse radar with 
duplexing. (After Page.) 


magnitude of the pip varied with the strength of the received 
signal, but its slope, tan~! (2/A), was independent of absolute 
signal strength. Thus the slope of the pip indicated angle of 
arrival independently of the absolute level through the ratio 
A/>. 

Bell Telephone Laboratories pioneered independently in the 
use of the sum-and-difference method. Their development and 
testing of sum-and-difference monopulse radar to improve track- 
ing accuracy paralleled that of NRL’s but was about a year later. 
Neither laboratory was aware of the work being done at the other 
until the earliest successful tests at NRL were disclosed by Dr. 
Page to Mr. W. C. Tinus of BTL. At that time the Bell Tele- 
phone Laboratories were in the process of construction of their 
first experimental model.* BTL conducted an analytical and 


* Private communication from Dr. R. M. Page. 
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experimental study to compare a four-lens antenna with a four- 
horn cluster feeding a single-lens antenna. This led finally to 
selection of the single lens for a tactical radar design based on 
the finding that its side-lobe level was lower. Fractional-mil 
tracking results were obtained? with this system during the fall 
and winter of 1947-1948.* 


* Private communication from Mr. R. A. Cushman. 


» Google 


2 A unified theory of 


monopulse 


HE MONOPULSE concept has been described together with some 
Tor its properties in an effort to provide some insight into its 
significance. No precise definition of the concept has been given 
as yet, however, and consequently the various forms of monopulse 
considered so far may appear to the reader to be unrelated. It is 
proposed here that the concept be defined by three postulates. 
These three postulates lead to a completely general theory of 
monopulse. When restricted to the special cases of pure ampli- 
tude or pure phase sensing, the general theory reduces to a special 
theory that includes as particular cases not only the three 
described in Sec. 1.4 but all known physical manifestations of the 
concept. Thus the three postulates form the basis of a unified 
theory of monopulse. Development of the unified theory and 
exploration of its consequences are the principal thesis of this 
monograph. 

In the development of the unified theory it should be borne in 
mind, and indeed cannot be emphasized strongly enough, that 
the concept of monopulse as defined by the three postulates is 
strictly an abstract idealization. No monopulse system has 
been or ever will be built that can satisfy this definition exactly. 
This should come as no surprise to the reader, however, since 
most physical theories represent just such abstractions. The 
importance of the theory developed here, as in many other 
physical theories, lies in the fact that it serves to tie together all 
the various forms of the concept, both those that have been 
known in the past and some that may not have been, into a sim- 
20 
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ple and consistent framework. In so doing it serves to define 
the theoretical limits of practical monopulse systems. 

A number of monopulse systems have been designed for appli- 
cations where it was either unnecessary or disadvantageous to 
satisfy the three postulates below. According to this definition, 
then, such systems would not be considered true monopulse. 
Even in the case of such ‘‘ pseudomonopulse”’ systems, however, 
many of the important characteristics derived from these 
postulates still apply, again emphasizing the importance of even 
an idealized theory. 


2.1 Three postulates of monopulse 


The source of monopulse angle information lies in the radiation 
patterns of the monopulse antenna. In general these may be 
complex. By comparing and processing the signals received, 
the angle information is extracted. The form in which it appears 
will depend on the way in which the signals are compared and 
processed, which in turn will determine the various types of 
monopulse that are possible. In order to establish a rigorous 
definition from which the essential characteristics of the various 
possible forms of monopulse may be deduced and developed into a 
unified theory, a set of three postulates will be hypothesized as 
the foundation of the theory. The postulates have not been 
chosen arbitrarily. They are explicit statements of the physical 
characteristics common to all monopulse systems, characteristics 
that are usually considered as being implicit to the concept of 
monopulse. 

The three postulates are as follows: 


Postulate 1: Monopulse angle information appears in the form 
of a ratio. 


Angle information is sensed by comparing pairs of received 
signals. By requiring that the comparison be in the form of a 
ratio, the angle output of the monopulse system will be a func- 
tion only of angle of arrival, independently of the absolute 
amplitude level of the signals received. 


Postulate 2: The sensing ratio for a positive angle of arrival 
1s the inverse of the ratio for an equal negative angle. 


This postulate and the next impose conditions of symmetry 
about the boresight on the angle-output function. The term 
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inverse is defined in the group sense,* i.e., any element times its 
inverse is the identity element. When limited to the ordinary 
arithmetic group operations of multiplication and addition, only 
multiplicative and additive ratios are admissible as group ele- 
ments. If we denote the multiplicative and additive sensing 
ratios by 7r,(u) and r,(u), respectively, where w is itself a function 
of angle of arrival 6 [Eq. (5.1)], then Postulate 2 states that 


vcbily aay (2.14) 
and ra(u) = —Ta(—U). (2.1b) 


The multiplicative inverse of a group element is its reciprocal; its 
identity element is unity. The additive inverse of a group ele- 
ment is its negative, its identity element being zero. The 
physical interpretation of the identity element is that it represents 
the value of the sensing ratio in the boresight direction. 

It is readily seen that the set of all sensing ratios, which may be 
the set of all complex numbers in general, with respect to either 
of the two arithmetic operations does indeed form a group; i.e., 
it satisfies the four postulates that define a group, namely, (1) 
the operation of any element in the set on any other element is 
also an element in the set, (2) successive operations are associa- 
tive, (3) each element has an inverse, and (4) the set contains an 
identity element. The group concept frequently penetrates to 
the basic structure of physical phenomena, for ‘‘ wherever groups 
disclosed themselves, or could be introduced, simplicity crystallized 
out of comparative chaos.”’T 


Postulate 3: The angle-output function is an odd, real function 
of the angle of arrival. 


The angle output of a monopulse system must indicate magni- 
tude and sense of the angle of arrival. By this final postulate it is 
hypothesized that the angle output is a real function of angle of 
arrival and that it has odd symmetry about the boresight 
direction. 

Angle output is a function of the sensing ratio r(u). With the 
exception of certain special but important cases r(u) is complex, 

*L. R. Lieber and H. G. Lieber, ‘Galois and the Theory of Groups,’’ 
The Galois Institute of Mathematics and Art, Brooklyn, N. Y., 1956. 


| E. T. Bell, ‘‘Mathematics, Queen and Servant of Science,’’ McGraw- 
Hill Book Company, Inc., New York, 1951, p. 164. 
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being derived from antenna radiation patterns which are gen- 
erally complex functions of angle. Therefore by this postulate 
the angle output will, in general, be expressed as a real function of 
the complex variable r(u). If we define the angle output to be 
the real part of a complex angle-detection function $(r), then 
Postulate 3 states that 


Re S[r(u)] = —Re S[r(—w)]. (2.2) 


2.2 The general theory 


It will be seen shortly that the operation of a monopulse system 
as defined by the three postulates may be described analytically 
by a sequence of mapping transformations of a function of a com- 
plex variable from one complex plane to another. The first of 


u(@) —» r(u) — > x(r) — > F(re) => REEF 
Angle of Angle Ratio Angle Angle 
arrival sensing conversion detection output 


Fig. 2.1 Sequence of mapping transformations describing the operation of 
a monopulse system. 


these transforms u, a fixed real function of angle of arrival 0, into 
the sensing ratio r(u) of Postulate 2. This in turn may be con- 
verted by an appropriate transformation into any of the other 
forms of the sensing ratio admitted by the three postulates. 
Finally it is transformed into the angle detection function §(r) 
of Postulate 3, the real part of which represents the angle output 
of the system. This sequence of transformations (Fig. 2.1) is 
the essence of the general theory of monopulse. 

The sequence begins with the angle of arrival of the incoming 
wave. In any radiating system the full significance of the con- 
cept of pattern function can be seen only if the angle of arrival @ is 
interpreted as a complex variable (Sec. 5.1). The coordinate u 
then represents a map of the 3-plane contour onto the real axis 
of the complex z(d/\) sin ? plane. Its physical interpretation, 
- shown by Woodward and Lawson in an analysis of diffraction 
through a hole in a conducting planar sheet, is that the usual visi- 
ble range of real angles is associated with real power radiated into 
space, and that an additional range of complex angles must be 
included to account for reactive power appearing as energy stored 
about the aperture. The only vJ-plane contour of visible and 
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invisible angles permitted physically is the one that restricts 
(d/X) sin 3, whose real part is defined by* 


if : sin 6, (2.3) 
to the real axis. Only that portion of the contour corresponding 
to the visible interval —md/A < u < wd/X may be associated 
physically with actual radiated power. All the rest, correspond- 
ing to complex angles of arrival, must be associated with stored 
energy. 


Angle sensing 


The first transformation in the sequence characterizing the 
monopulse system is the formation of the complex angle-sensing 
ratio. From the first and second postulates the sensing ratio 
will appear in one of the following forms: 





rm(u) = a (2.4a) 
or ra(u) = Fa (2.4b) 


where @(u) is an arbitrary function of u, and @,(u) and @,.(u) are 
arbitrary odd and even functions of u, respectively. For nega- 
tive u the ratio r,,(u) becomes its reciprocal and 7,(w) becomes its 
negative, as required. It remains to relate these functions to 
the antenna radiation patterns. The simplest relationship 
possible for 7,,(u) is obtained if ®(u) and @(—u) are taken to be 
the complex antenna patterns themselves. The functions 
P,(u) and &.(u) can then be taken to be the odd and even com- 
ponents of P(u): 

Po(u) = }a[P(u) — P(—w)] 

P.(u) = 4[P(u) + P(—w)]. 
With this interpretation the ratios 7,,(u) and r.(u) are arbitrary 


but not independent. Each can be converted into the other by 
the bilinear transformation 


(2.5) 


rm(u) — 1 


rm) +1 mi 


ralu) = 


Another consequence of this interpretation is that the pattern 


* The symbol = means equal by definition. 


A UNIFIED THEORY OF MONOPULSE 25 


functions must necessarily be mirror images about the boresight 
direction. 

Although the functions ®(u) and @(—u) have been interpreted 
as the antenna pattern functions with @,(u) and @,.(u) as their odd 
and even parts, it should be pointed out that this was quite 
arbitrary. Instead, the functions @,(u) and @.(u) could have 
been interpreted just as logically as being the pattern functions, 
with @(u) and ®(—u) as their mirror-image components. The 
final choice of interpretation was purely a matter of convenience; 
most monopulse antenna patterns in practice have mirror-image 
symmetry rather than odd and even symmetry, hence it is more 
convenient to express the characteristics of monopulse systems in 
terms of mirror-image patterns. In the event that odd and even 
patterns become more convenient, all of the ensuing relations 
may be interpreted in those terms by converting from rp, to rq 
(Eq. (2.6)]. 

In general, and in all practical cases, the pattern of an antenna 
is a complex function of angle. It may be represented by 


P(u) = Plujete™, (2.7) 


where P(u) and g(u) are the far-field amplitude and phase pat- 
terns, respectively. Since conventional communication systems 
are insensitive to the phase patterns of their antennas, the radia- 
tion pattern of an antenna is frequently considered as being 
synonymous with its amplitude pattern. Monopulse, on the 
contrary, may be vitally affected by the phase as well as the 
amplitude patterns. Hence the sensing ratio is, in general, a 
complex function of angle of arrival. 

Actual pattern functions may always be considered as analytic 
functions of the complex variable x(d/d) sin? since they are 
always single valued and differentiable.* Therefore the sensing 
ratio is also an analytic function. As a consequence, the entire 
theory of analytic functions may be applied to the general theory 
of monopulse. It is this powerful tool of analysis that may 
constitute the key to future development of the general theory. 


Ratio conversion 


Once the angle-sensing ratio has been formed, it can be con- 
verted into any other ratio satisfying the monopulse postulates 


* E. T. Copson, ‘Theory of Functions of a Complex Variable,’’ Oxford 
University Press, London, 1935, p. 136. 
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by another transformation, the second in the sequence describing 
the operation of a monopulse system. The most general analytic 
transformation with a one-to-one correspondence between all 
points in two simple complex planes has been shown* to be the 
homographic, or bilinear, transformation. The term simple is 
used to exclude multileaved Riemann surfaces. The general 
bilinear transformation is of the form 


_ @2.-.b 


= an a (2.8) 





It has the property of mapping circles into circles. The complex 
constants a, b, c, and d may be determined by mapping any three 
noncoincident points of one circle into any three noncoincident 
points of another. One particular example of ratio conversion 
has already been seen in Eq. (2.6) relating 7,,(u) to ra(u). When 
the sensing ratio is detected directly, the conversion reduces 
simply to the identity transformation. Ratio conversion is of 
considerable importance to the theory of monopulse, for it offers 
a means of controlling the form of angle information from the 
angle sensor to the angle detector. 


Angle detection 


The third and final transformation in the sequence is the forma- 
tion of the angle-detection function S(r). The angle-detection 
function may be any arbitrary function whose real part is odd 
and continuous with continuous derivatives. The continuity 
condition on its real part, the angle output of the system, is the 
usual requirement for physical realizability. Continuity is 
assured if §(r) is an analytic function, as it will be in all practical 
cases. Therefore 5(r) may be any analytic function whose real 
part is arbitrary in the upper half (or in the lower half) of the 
r plane and whose imaginary part is arbitrary everywhere. This 
is evident by observing that the real part in the lower half plane 
is determined uniquely by the choice of function in the upper half 
plane, or vice versa (Fig. 2.2). For the multiplicative ratio the 
upper half plane will be defined to include the real axis from —1 
to +1, the lower half plane including the rest. Then for the 
additive ratio, related to r, by Eq. (2.6), the upper half plane 
will include the negative real axis and the lower half plane the 


* EK. A. Guillemin, ‘‘The Mathematics of Circuit Analysis,’ John Wiley & 
Sons, New York, 1949, p. 365. Copson, op. cit., p. 187. 
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positive real axis. The general form of the angle-detection func- 
tion is derived in the Appendix, where it is shown that it may be 
any odd analytic function of r,, and that as a function of rp, it 
may be constructed of any arbitrary set of values of Re ¥™ (1) 
for odd n and of Im §™(1) for all n. 
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Fig. 2.2 Multiplicative and additive angle-sensing planes. The boresight 
direction is indicated by the small circle o. 


2.3. The special theory 


Current monopulse practice is limited entirely to simple sensing 
of the angle of arrival, i.e., to either pure amplitude or pure phase 
sensing (in a single principal plane of the antenna). But since all 
possible forms of simple sensing may be considered as special 
cases of the general theory, the special theory associated with 
them may be deduced from the general theory. Therefore, the 
remainder of the monograph will be devoted to development of 
the special theory and to some of its consequences. 

Consider first the case of pure amplitude sensing. The angle 
information extracted by the monopulse antenna from the return 
wave is contained strictly in the amplitude patterns P(u) and 
P(—u) of the antenna. The effective* phase patterns ¢(w) 
and g(—u) must be made identical with respect to a common 
origin.| If the complex patterns have phase centers, as is fre- 


* When the two received patterns are amplified directly (as described in 
Sec. 3.5), the nonsensing amplitudes or phases may be made equal inde- 
pendenily of the antenna patterns; hence in this case the effective patterns of 
the nonsensing function are inherently equal. 

| When taking the ratio of antenna patterns it is implied that the two 
patterns are referred to a common origin. For amplitude patterns this is 
unimportant since far-field amplitude is insensitive to any finite displacement 
of the origin. Phase patterns, on the contrary, are sensitive to displace- 
ments of even a small fraction of a wavelength. Therefore it is essential 
that phase patterns always be referred to a common origin. 
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quently the case in practice (but not necessarily so as will be 
seen in Sec. 5.2), any separation will introduce a corresponding 
change in the angle measurement. With identical phase patterns 
the two sensing ratios involve only pattern amplitudes: 


_~ Pw) — P= 
and ra(u) = Pus Cay 


Angle information is then contained solely in the amplitude ratio 
p(u), defined by 





pu) * ps; (2.9) 

hence Tm(u) = p(w), (2.10a) 
_ p(u) — 1 

and a(t) = our 1 (2.106) 


Considering next the case of pure phase sensing, the angle 
information is contained strictly in the phase patterns ¢(w) and 
g(—u). Here the effective amplitude patterns must be made 
identical. With identical amplitude patterns the two sensing 
ratios involve only pattern phases: 


ele (u) 
Pm(u) — gie(—u)’ 
eie(u) _ eie(—u) 
and rau = 


ei? (u) + ei? (—u) : 


Angle information is then contained solely in the phase difference 
o@(u), defined by 


o(u) = e(u) — ¢(—4u); (2.11) 
hence Tm(u) = eft), (2.12a) 
and ra(u) = 7 tan Git) (2.12b) 


; 
fd 


These four equations (2.10a,b and 2.12a,b) constitute all the 
various forms of pure amplitude or pure phase sensing permitted 
by the monopulse postulates. They describe a transformation of 
the wu axis into the four r-plane contours shown in Fig. 2.3. Pure 
amplitude sensing is represented by a transformation to the real 
axis of the rm, or 74 planes, pure phase sensing by a transforma- 
tion to the unit circle in the 7,, plane or to the imaginary axis in 
the 7, plane. 

The amplitude ratio p(w) and phase difference ¢(u) will be 
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referred to as the sensing functions. More properly they are the 
multiplicative sensing functions. However, additive sensing can 
also be described in terms of these same functions by the trans- 
formations [p(u) — 1]/[p(u) + 1] and tan [¢(u)/2]. Hence any 
type of sensor can be described by one or the other of the sensing 
functions. 

The additive sensing functions, although not independent of 
the multiplicative sensing functions, nevertheless are of impor- 
tance to the special theory in their own right. Their significance 
lies in the fact that they are both amplitude functions, one on 
the real axis and the other on the imaginary. Except for the 
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Fig. 2.3. The four r-plane contours admitted by the special theory. 


90° phase difference between the two it would be impossible to tell 
whether amplitude or phase sensing had been used to obtain any 
given function. In this sense, therefore, the additive sensing 
functions are equivalent and hence the sensing functions p(u) 
and $(u) are equivalent themselves; 1.e., the amplitude function 
p(u) is equivalent to the phase function ¢(u), and conversely, 
where the two are related by 


e(u) _ p(u) — 1 
tan ~~ = o(a) (2.13) 


Equation (2.13) will be referred to as the equivalence equation. 
This equivalence between amplitude and phase sensing is of 
fundamental importance to the special theory, for it then becomes 
possible to divorce the concept of monopulse from any particular 
kind of sensor. Instead, any kind of sensor can be described in 
terms of either sensing function, or, more concisely if we wish, 
in terms of the sum-and-difference, or additive, sensing function 


A(u)/Z(u): 


p(u) — 1 , ; 

Aba heed amplitude sensing, 

S(u) p(u) er 
tan —— phase sensing. 
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For pure amplitude sensing A(w)/2(u) represents the first, and for 
pure phase sensing the second, since the two are equivalent. 
The equivalence between the amplitude- and phase-sensing 
functions is illustrated in Fig. 2.4, showing the correspondence 
between points in the complex plane. The right half of the unit 
circle corresponds to the positive real axis and the left half to 
the negative real axis. The symbols A(w) and 2(u) designate the 
magnitudes of the difference and of the sum, respectively, of 
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—] 1 l 
at 
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r, plane r,, plane 


Fig. 2.4 Equivalence between the amplitude-sensing function p(w) and the 
phase-sensing function ¢(w). 
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(a) 
Fig.2.5 Relationship between the complex-pattern functions and their sum 
and difference for (a) pure amplitude sensing, and (b) pure phase sensing. 


the pattern functions. In the case of pure amplitude sensing 
the pattern functions are in-phase (Fig. 2.5a); hence their differ- 
ence and sum are also in-phase: 


A(u) = P(u) — P(—w), 
and Z(u) = P(u) + P(—-w). 


In the case of pure phase sensing the patterns have equal ampli- 
tudes (Fig. 2.5b); hence their difference and sum are in phase 
quadrature with magnitudes given by 
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and Z(u) = 2P(u) cos sald 
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The four forms of the sensing ratio admitted by the special 
theory are unique in that they are the only ones possible when 
limited solely to direct sensing. Twelve other forms are pos- 
sible, however, by conversion of the original four into each of 
the other three. This would admit a total of sixteen possible 
forms. Eight of these are degenerate forms of the other eight, 
however, since the additive ratios have already been interpreted 
as conversions from the multiplicative ratios [Eq. (2.6)]. Fur- 
thermore, it will be seen that conversions between the two 
additive ratios are degenerate forms of each other, in view of the 
equivalence between sensing functions [Eq. (2.13)] and thence 
between the additive ratios themselves. This leaves a total of 
six nondegenerate forms of the sensing ratio possible, namely, 
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z plane w plane 
Fig. 2.6 Conversion between the amplitude- and phase-sensing functions. 


the original four plus conversion of the two multiplicative forms 
into each other. 

The two multiplicative conversions map the real axis onto the 
unit circle, and vice versa (Fig. 2.6). Circles are mapped into 
circles (the coordinate axes may be considered as circles of infinite 
radius), which can be expressed analytically by the general 
bilinear transformation [Eq. (2.8)]. In order that the boresight 
direction will remain unaltered by the conversion let the trans- 
formation map the point r, = 1 into itself. The upper half 
plane may then be mapped into the interior of the unit circle in 
such a way that a portion of the real axis maps onto an arbitrary 
portion of the unit circle. In particular, to preserve symmetry 
the positive real axis must map into a symmetrical circular are 
— oo <  < do, Where @ is arbitrary. The amplitude range 


te 
equivalent to this range of phase is = < p < po, where po is 
related to ¢o by 


po-1_ 4, oo 
Ee tan 9 (2.15) 
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The negative real axis then maps into the rest of the unit circle 
with the point —1 mapping into itself. The positive real axis 
in the r,, plane corresponds, on the u axis, to the interval about the 
boresight between first nulls of P(w) and P(—u). This cor- 
responds, in turn, to an equivalent range of phase of —90° 
< deg < +90°, by Eq. (2.13). Therefore by transforming the 
positive real axis into the unit circular arc —¢o < ¢ < go we 
not only effect a conversion from amplitude to phase but also 
extend or compress the effective range of angle of arrival, depend- 
ing on whether @o is less than or greater than 90°, respectively. 
The following three points determine the symmetrical mapping 
transformation uniquely: 


=1l- w=l1 
z= 0 —> we=e"%? 
2= 0 > w= elds, 


Solving for the constants in Eq. (2.8), the transformation 
reduces to 





_ egal 
a aie (2.16) 
and since z= p(u) 
and W = Efe), 
it becomes e’#™ = exp 72 tan! aoa tan $I 
o(u) _ p(u)-—1,. oo 
or tan a ae 7 q tan 5 (2.17) 


This is the conversion equation between the two sensing functions. 
It represents conversion either from amplitude to phase or from 
phase to amplitude, since the mapping transformation is bilinear. 
The factor tan (¢0/2) may be interpreted physically as an attenua- 
tion, or amplification, of the difference signal relative to the sum. 
Its effect is that of extending or compressing the realizable 
angular range. The realizable angular range is limited ulti- 
mately by the antenna patterns to something less than that 
corresponding to —180° < @ < 180°, or its equivalent range of 
p, and may be limited further by the angle detector, usually to 
the range corresponding to —90° < ¢ < 90°. But by proper 
choice of ¢o it may be extended to the limit set by the antenna 
patterns, either by converting amplitude to phase with the differ- 
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ence voltage attenuated by a factor tan (¢0/2) < 1, or by con- 
verting phase to amplitude with the difference voltage attenuated 
by a factor cot (¢0/2) < 1. Circuits for realizing such conversions 
physically are illustrated in Sec. 3.3. 

For the important special case where ¢o = 7/2, the conversion 
equation reduces to the fundamental equivalence equation (2.13). 
It converts the amplitude-sensing function into the equivalent 
phase-sensing function, and vice versa. It is distinguished from 
the more general conversion equation by the fact that the angular 
range and boresight sensitivity associated with the antenna itself 
are preserved. 


2.4 Classification of monopulse systems 


The special theory limited the number of nondegenerate forms 
of the sensing ratio to a total of six. Three were associated with 
amplitude sensing and three with phase. It was concluded that 
there can be only three distinctly different forms of angle informa- 
tion to the angle detector in view of the fundamental equivalence 
between amplitude and phase sensing, because the angle detector 
cannot distinguish between actual and equivalent sensing func- 
tions. Thus there can be only three distinct kinds of angle detec- 
tion, namely, amplitude, phase, and sum-and-difference. Either 
amplitude or phase sensing, which are equivalent to each other, 
may be used with each of the three. It is concluded further, 
then, that there can be only three distinct classes of special 
monopulse, the distinguishing characteristics of each being those 
of its angle detector. 

The three classes of monopulse could be identified by the terms 
amplitude, phase, and sum-and-difference according to the type of 
angle detection. Each of these terms is also used to denote 
types of angle sensing, however, so it would be preferable to 
adopt a new notation. Therefore, they will be denoted simply 
as classes I, II, and III, where the numbers will be assigned in 
the order of the dynamic stability required of the system. In 
this way the nomenclature will serve to indicate one of the prac- 
tical differences existing between the three classes. The prin- 
cipal sources of instability lie in the angle detector, for it is there 
that the active elements of the system usually are concentrated. 
Usually the angle sensor contains only passive elements; hence 
it is inherently stable and can be made free of any residual error 
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by proper alignment. It is for this reason that the system clas- 
sification can denote relative stability without reference to any 
particular angle sensor. The inherent stability of each of the 
three systems will now be examined. 

Dynamic instability of the system transfer function can affect 
both its angle-scanning and its boresighting characteristics. In 
some applications the accuracy of the boresight alone is impor- 
tant, while in others both are important. Consider first the 
stability of the boresight. In the case of amplitude angle detec- 
tion the boresight direction can be obtained by a comparison of 
amplitudes alone of the signals in the two channels. In the case 
of phase angle detection, however, the comparison can never be 
reduced to phases alone because normalization of amplitudes is 
never perfect, especially if the amplitudes fluctuate over a wide 
dynamic range. For sum-and-difference angle detection, on 
the other hand, the boresight is indicated not by equal signals in 
the two channels but rather by a null in the difference-channel 
amplitude. The location of a null is always totally unaffected 
by either amplitude or phase errors in the angle detector; hence 
we arrive at the important conclusion that its boresight indication 
will always be preserved exactly. Considering next the effect 
of dynamic instability on the shape of the angle-scanning angle- 
output function, it is again seen that with amplitude angle detec- 
tion the angle-output function can be rendered insensitive to 
phase, whereas with phase angle detection in any practical 
system it will be affected more or less by both. In the case of 
sum-and-difference angle detection the angle information is con- 
tained solely in amplitude, but with sense. Phase per se is not 
involved. Thus the stability required of each of the three angle 
detectors may be summarized as follows: 


Type of Boresight stability Angle-output stability 
angle detection depends on depends on 
Amplitude Amplitude Amplitude 
Phase Amplitude and phase | Amplitude and phase 
Sum-and-difference Neither Amplitude (with sense) 


The order of classification is clear. Sum-and-difference angle 
detection is least sensitive to dynamic instability, in principle; 
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amplitude angle detection is next; phase angle detection is last. 
The three classes of monopulse are chosen, therefore, as follows: 
class I—sum-and-difference, class II—amplitude, and class 
I1I—phase. | 

Although the distinction between the two types of sensing was 
unnecessary in the classification of monopulse systems because 
of their fundamental equivalence, it will be a convenience to 
include such a distinction in the classification nomenclature. 
Therefore, it is suggested that the symbol A be added to denote 
amplitude and P to denote phase sensing. The six nondegen- 
erate forms of monopulse can then be denoted as classes IA, 
IITA, IIIA, and IP, IIP, IIIP. 


2.5 Illustration of the special theory 


Use of the special theory to represent the operation of mono- 
pulse systems will be illustrated by treating a specific example. 
The actual systems represented will be described in Chap. 3, 
and will be used as illustrations throughout the remainder of 
this monograph. In this example the angle information will be 
obtained by amplitude sensing, although phase sensing could 
have been chosen just as well. The pattern functions chosen 
will be those generated by aperture distributions that are cosinus- 
oldal in amplitude and linear in phase. The pattern functions 
will then be the same as they would be for an in-phase aperture 
distribution but shifted from the boresight axis u = 0 by the 
squint angle 

U=T ‘ sin 6. 
The pattern of an in-phase cosine distribution will be found to 
be proportional to the function 





The optimum squint angle, at least for the case of class I (Sec. 
6.3), 1s approximately half of the half-power beamwidth, or 


u, = 1.87. 


If we choose this as the squint angle, the pattern functions are as 
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shown in Fig. 2.7a. The visible range of angle of arrival lies in 
the interval —z(d/A) < u<-7(d/d). The invisible (dotted) 
portion of the pattern lying outside of that interval is mani- 
fested physically by reactive power stored about the aperture. 
The sum and the difference of these pattern functions are shown 
in Fig. 2.7b. The corresponding sensing function p(u) represent- 
ing the ratio of the pattern amplitudes, and the phase function 
deq(u) equivalent to it, are shown in Fig. 2.8a. An important 
characteristic that may be observed in both the amplitude and 
the equivalent phase functions is the usable range of angle scan, 
seen here for this example to be about —1.67 < u < 1.6m. 





fig. 2.7 Radiation characteristics of a monopulse amplitude-sensing 
antenna with cosine aperture distributions and with beams squinted away 
from the boresight by half of the beamwidth: (a) pattern functions, and (b) 
the sum and the difference functions. 


Beyond this range the angle output is ambiguous, no longer giv- 
ing a single-valued indication of angle of arrival. The theoretical 
upper bound on unambiguous angular range for any type of 
monopulse system is limited inherently to +180°, which is 
seen to correspond to the beamwidth to first nulls of the sum 
pattern. The multiplicative sensing ratios p(w) and ea over 
the unambiguous angular range of this example are shown in 
Fig. 2.86. The positive real axis and the right half of the 
unit circle correspond to the angular interval between first nulls 
of the two pattern functions (Fig. 2.7a), which in turn corre- 
sponds roughly to the half-power beamwidth of the sum pattern 
and to the region of positive slope of the difference pattern (Fig. 
2.76). Outside of this interval the sensing ratio involves side 
lobes of one or both of the two pattern functions. If the side 
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lobes can be reduced below the minimum level of the fluctuating 
signals received, a threshold level can be established to blank out 
all indications of waves arriving at angles outside of the unam- 
biguous angular range. Only those arriving within the angular- 
scanning range would then be admitted, and this without 
ambiguity. 





Tm Plane 





Le Unambiguous | 
angular range 


in Sum pattern beamwidth >| 
(to first nulls) 








(a) 
Fig. 2.8 Characteristics of the angle sensor: (a) the sensing function p(u) 
and its equivalent ¢.,(u), and (b) the sensing ratio r,(u) and its equivalent 
l meg(U)- 


So far only the angle sensor has been considered. From that 
alone some of the important characteristics of the monopulse 
system have been observed independently of the choice of angle 
detector. Once the angle sensor has been chosen, it may be 
used with any of the three classes of angle detection by making 
an appropriate conversion of the sensing ratio. After choosing 
the particular form of angle detection for each class, a complete 
analytical description can be expressed as a sequence of trans- 
formations between complex planes. To complete this example 
a typical angle-detection function for each of the three classes 
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will be chosen from among those of the angle detectors in common 
use today. Each is described briefly in Sec. 3.4. The functions 
chosen are as follows: 


Pa. class I 


F = {log ra. class II 
—jrm,: Class III. 


In each case the unambiguous range of angle detection is limited 
by the angle detector either to the positive real axis or to the 
right half of the unit circle, which are equivalent to each other by 
Eq. (2.13). But in each case the angular range may be extended 
to the maximum permitted by the angle sensor by performing the 
appropriate conversion transformation between the angle sensor 
and angle detector. The transformation required is that which 
maps the points e+’* into e+/*/?, where ¢o is the supplement of 
the maximum value of ¢,,(u). In this example the maximum 
value of ¢.(u) is 105° (Fig. 2.8). The transformation is then 
effected by attenuating the difference voltage by a factor of 
tan ¢$o/2 = 0.77. 

The complete sequence of mapping transformations for all 
three classes is summarized in Fig. 2.9. The first transformation 
represents the formation of the angle-sensing ratio, a transforma- 
tion involving only the angle sensor and hence one that is common 
to all three classes. The second is the ratio-conversion trans- 
formation, necessary in all three classes to extend the angular 
range but a different transformation for each of the three. The 
purpose of conversion in the case of class I is simply to extend its 
angular range; the transformation from amplitude to phase is 
immaterial since the amplitude and phase additive ratios have 
been found to be degenerate forms of each other. In the case of 
class II a double conversion is necessary (indicated by the double 
subscript), converting first from amplitude to phase in order to 
extend the range and then converting back again to amplitude. 
In the case of class III, conversion would have been necessary 
regardless of whether or not the range were to be extended since 
the amplitude-sensing ratio must be converted into an equivalent 
phase-sensing ratio. The converted sensing ratios for the three 
cases (doubly converted in the case of class II), when expressed 
in terms of the sum-and-difference sensing function A(u)/Z(u), 
are as follows: 
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A(u) Po 


Ta(u) = 3(u) tan 9 class I, 
Ae ar tan S 
i.e) = class IJ, 
—_ A(u) tan Po 
(wu) 2 
and = 7m,(w) = exp 2 tan—! Sa tan || class IIT. 


The third and final transformation in the sequence is the forma- 
tion of the angle-detection function, whose real part is the angle 
output of the system. 

For the three classes in this example the angle output obtained 
as a function of u is shown in Fig. 2.10. The effect of angular 





Class IA Class IIA Class IIIA 


Fig. 2.10 Angle output of each of the three monopulse systems described in 
Fig. 2.9, with extension (solid) and without extension (dotted) of the angular 
range. 


range extension by conversion of the sensing ratio may be seen 
directly. The solid lines show the angle output produced by 
attenuating the difference voltage for maximum unambiguous 
angular range, while the dotted lines show the angle output that 
would have resulted without angular-range extension. Thus 
the maximum angular range is obtained along with an increase in 
the angular range of approximate linearity, but at the expense of a 
decrease in boresight sensitivity. If sensitivity rather than angu- 
lar range were the important parameter, as it might be in a bore- 
sighting application, it could be increased at the expense of 
reduced angular range by attenuating the sum signal to make 
tan (¢0/2) greater, rather than less, than unity. This exchange 
between angular range and sensitivity is a fundamental property 
of monopulse. 
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2.6 Summary 


The concept of monopulse has been defined by a set of three 
postulates. On the basis of this definition, which is simply an 
explicit statement of the fact that the angle output is inde- 
pendent of the amplitude level of the received signal and that it 
has odd symmetry about the boresight, all known types of mono- 
pulse may be derived as special cases of a completely general 
theory. The special theory associated with these cases does even 
more than provide a consistent explanation of the origin of the 
known types of monopulse and of their interrelationships; it also 
shows that they form a mutually exclusive set, i.e., that these 
and no more are possible within the postulated structure of the 
theory. Perhaps of even greater importance to the future 
development of monopulse is the discovery of a general theory. 
Although playing only a minor role in this monograph, it may 
prove to be of more far-reaching significance than that which led 
to its discovery, namely, an attempt to unify the known types of 
monopulse into a simple, consistent theory. 

The principal result of the general theory is that the operation 
of a monopulse system can be described analytically by a sequence 
of mapping transformations of a complex variable from one com- 
plex plane to another. ‘Two transformations are common to all 
monopulse systems, namely, mapping of a fixed function of angle 
of arrival onto the angle-sensing plane, and mapping of the 
sensing ratio onto the angle-detection plane. ‘The first is con- 
trolled by the angle sensor, the second by the angle detector. 
A third transformation may be performed in between these 
two basic transformations in order to convert the sensing ratio 
formed by the angle sensor into whatever form is desired for 
angle detection. 

In the general theory the sensing-ratio and the angle-detection 
functions may be any arbitrary complex functions satisfying the 
monopulse postulates. The special theory is restricted specifically 
to those particular cases of the general theory that involve either 
pure amplitude or pure phase sensing. Sensing in the special 
theory is always described by one of three functions, amplitude 
p(u), phase $(u), or sum-and-difference A(u)/Z(u). The sum- 
and-difference sensing function is related to both the amplitude- 
and phase-sensing functions, a relationship which implies an 
equivalence between the latter two. Thus there are just two 
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independent, although equivalent, forms of special sensing. 
When limited to these particular forms there are three, and only 
three, distinct classes of angle detection possible. Either pure 
amplitude or pure phase sensing may be used with each of the 
three classes of angle detection, but since amplitude and phase 
sensing are equivalent there are just three distinct classes of 
special monopulse possible. 


3. Monopulse systems 


GENERAL theory has been derived from three fundamental 
A postulates defining the concept of monopulse. From this 
the basic properties of a special theory were outlined, the special 
theory being limited specifically to the cases of pure amplitude or 
pure phase sensing in any single plane. These include all known 
forms of monopulse. Thus the foundation for a unified theory 
of the monopulse concept has been laid. To build upon this 
foundation, and to further the development of the special theory 
in particular, we shall now examine some of the techniques by 
which the various forms of monopulse can be realized physically. 
The present treatment is not intended to be exhaustive but rather 
to illustrate, by way of specific examples, ways in which each form 
of monopulse can be realized. The examples considered here 
will be limited to two-dimensional operation in a single principal 
plane of incidence. Dual-plane systems for complete three- 
dimensional operation will be treated in the next chapter. 


3.1 Functional system components 


The basic components of a monopulse system may be blocked 
out as in Fig. 3.1 according to the sequence of functions per- 
formed (Fig. 2.1). The angle of arrival is sensed by the mono- 
pulse antenna, which is the primary, and sometimes the only, 
element of the angle sensor. The angle information appears in 
the form of two functions whose ratio, the sensing ratio, is formed 
later. The two functions must either be mirror images of each 
other (multiplicative sensing) or one must have odd and the other 
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even symmetry (additive sensing) about the boresight axis. 
After sensing the angle of arrival, the sensing ratio may be con- 
verted into any other form desired by performing a bilinear trans- 
formation (which may be just the identity transformation) and 
then detected to obtain the angle-output function. Ultimately 
the two functions sensed will appear only as a ratio; hence their 
conversion and detection are equivalent to conversion and detec- 
tion of their ratio. The purpose of ratio conversion may either 
be to convert the angle information from amplitude to phase, or 
vice versa, in order to match the angle sensor to the angle detec- 
tor, or to control the range of angle-scanning or the boresight 


1u (0) r(u) r.(r) F (r.) Re & 
Angle sensor Ratio converter Angle detector 


Fig. 3.1 Functional block diagram of a monopulse system. 


sensitivity, or both. It is usually performed at the carrier fre- 
quency using passive components because of the relative sim- 
plicity and stability obtainable. When the system is used in a 
radar, duplexing can be introduced either in the angle sensor or 
in the ratio converter. All the rest of the system following the 
ratio converter will be lumped together under the term of angle 
detector. The angle detector usually contains all of the active 
components in the system, including the amplifiers and com- 
parison circuitry that form the ratio and the angle-detection 
function and that produce the real part of the angle-detection 
function at the output. 


3.2 Angle sensors 


The source of raw data on the angle of arrival of an incident 
wave is the pair of signals extracted from that wave by the sensing 
antenna. These may be in the form of complex functions of 
angle of arrival, as in the general theory of monopulse, or they 
may be simple functions that differ only in amplitude or in phase, 
but not both, as in the special theory. The field of complex 
sensing remains virtually untouched at the present time, all 
available effort having been directed toward pure amplitude and 
phase sensing. Therefore two of the more common types of 
antennas in use for simple sensing, the reflector and the lens 
illuminated by directional point sources, will be described briefly. 
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Typical monopulse antennas 


A parabolic reflector excited symmetrically by a primary source 
at the focal point will produce a symmetrical pattern with a 
spherical phase front. Two such reflectors (Fig. 3.2a) constitute 
an interferometer with phase centers spaced a distance s apart. 
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Fig. 3.2 ee Oi ae antennas for (a) phase and (b) amplitude 
sensing of the multiplicative and additive sensing functions. 


Their amplitude patterns will be identical but their phase pat- 
terns will differ by 


o(u) = — “ ssin 0 


= U. (S20) 

The interferometer-type antenna can be used for pure phase 
sensing. The signals received can be used directly for multi- 
plicative phase sensing, or for additive phase sensing by forming 
their sum and difference in a hybrid T as shown. An example of 
an interferometer with parabolic reflectors was shown in Fig. 1.7. 
If the primary source illuminating the parabolic reflector is dis- 
placed laterally from the focal point f by a small distance Az, the 
phase center will remain close to its original position but the 
amplitude pattern will be squinted off of the boresight axis at an 
angle of approximately Az/f, the angle of specular reflection from 
a flat mirror (Fig. 3.3). A pair of feeds displaced symmetrically 
from the focal point will then produce symmetrically overlapping 
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amplitude patterns (Fig. 3.2b) whose ratio indicates angle of 
arrival. The two received signals can be used directly for mul- 
tiplicative amplitude sensing, or by forming their sum and differ- 
ence for additive amplitude sensing. Amplitude sensing by 
off-focus feeds has the distinct advantage of simplicity but is 
never quite pure because of the fact that the phase centers can 
never quite be brought into coincidence. 
Examples of this type of sensor are shown 

in Figs. 1.8 and 1.9. 
For each reflector-type of monopulse 
ae antenna there corresponds an analogous 
lens-type. The lens is somewhat more 
versatile than the reflector in that its aper- 
ture distribution, and hence its pattern, is 
Fig. 3.3 Squint angle usually capable of finer control. The 
produced by specular re- phase distribution may be controlled by 
flection in a parabolic varying the index of refraction as well as 
pepactor the shape of the lens, and fine control of 
the amplitude distribution may be obtained by introducing 
attenuation into the refracting medium across thelens. A phase- 
sensing interferometer may be constructed of a pair of lenses with 
displaced feeds located at their respective focal points, and ampli- 
tude-sensing squinted beams may be generated by a single lens 
with off-focus feeds (Fig. 3.4). Although the lens- and reflector- 
type antennas are similar in effect, there are significant practical 
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(a) (5) 
Fig. 3.4 Monopulse lens-type antennas for (a) phase and (b) amplitude 
sensing. 


differences between them. Usually the aperture of a reflector is 
partially blocked by the feed, while the aperture of a lens is 
not. With the feed and waveguide out of the primary field 
there is no distortion of the aperture distribution and no limi- 
tations on the structural support of the feed. On the other 
hand, the reflector-type antenna may be fitted into a smaller 
volume, is lighter, and is usually easier to fabricate. Both have 
their advantages and disadvantages; in any particular application 
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the choice will depend ultimately upon which of these character- 
istics can be compromised most readily. 


3.3 Ratio converters 


Any of the four special sensing ratios may be converted into any 
of the others, but all but two of the conversions reduce to degen- 
erate forms of the original four (the two additive ratios themselves 
have been interpreted as conversions of the two multiplicative 
ratios). The two nondegenerate conversions are those between 
multiplicative amplitude and phase. They can be realized 
physically by a short slot coupler* (Fig. 3.5a). If the ratio of 
the two input signals is r, then the ratio of the output signals 
from the coupler is the bilinear transformation (jr + ” /(r + 3). 


1l-j tan 2 a 


it 
1-j tan 2 
2 oe a) 


Se thtet 
(a) 


Fig. 3.5 Circuits for converting the sensing eee (a) the short slot 
coupler for the special case of conversion between amplitude and phase, and 
(b) a general conversion network. 


The net effect of the short slot coupler is to convert the amplitude- 
sensing function into its equivalent phase-sensing function, and 
vice versa, without changing its realizable angular range or bore- 
sight sensitivity. 

In its broadest sense the purpose of ratio conversion may be 
more than transformation of one sensing function into another. 
It may also be used to alter the realizable angular range or bore- 
sight sensitivity and to provide a means for duplexing (Sec. 3.6). 
A network for realizing all three simultaneously is shown in Fig. 
3.5b. The difference of the two received voltages is advanced 90° 
in phase and attenuated (or amplified) by the factor tan (¢0/2), 
after which a new sum and difference is formed. When the ratio 
of the input signals is the amplitude-sensing function p(w), the 
ratio of the output signals can be shown to be 


exp 72 tan™! Eee 4 tan | 





* H. J. Riblet, The Short Slot Hybrid Junction, Proc. JRE, vol. 40, pp. 
180-184, February, 1952. 
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Thus the amplitude-sensing function is converted into a phase- 
sensing function [Eq. (2.17)] over an angular range determined by 
go, or by its equivalent po. Conversely, the same coupler will 
convert the phase-sensing function into an amplitude-sensing 
function over an angular range also determined by po. 
Examples of general conversion networks for each of the six 
nondegenerate forms of monopulse are illustrated in Fig. 3.6. 
The two class I conversions degenerate into a common form; 
hence these two sensors convert into each other. The class IIP 
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Fig. 3.6 Angle sensors with general conversion circuits for each of the six 
nondegenerate forms of monopulse. 


and IIIA conversion networks shown are just those described 
previously in Fig. 3.55. When converting from amplitude to 
amplitude (class IIA) or from phase to phase (class IIIP), 
however, double conversion is necessary in order to return to 
the original sensing function. Double conversion can be per- 
formed by cascading two networks like the one shown in Fig. 
3.06. When the two are cascaded, they reduce to the double- 
conversion network shown. 

For the important case of conversion of the sensing function 
without change in angular range, i.e., do = 7/2, the two networks 
in Fig. 3.5 are essentially alike electrically. The particular 
choice of network in this case will depend on the application. 
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There is a very real structural advantage of the short slot coupler, 
since it can consist simply of one or more slots out in the wall 
between the two wave guide feeds (either the narrow wall* or 
the broad wallt). On the other hand, formation of the sum-and- 
difference pattern functions has some definite advantages in 
duplexing and mechanical scanning, as discussed in Sec. 3.6. 


A WJ 2 (B+A) 
2 JX 2 BA) 


Fig. 3.7 Short slot network equivalent to the hybrid T. 


Both advantages can be obtained by forming the sum and dif- 
ference with a short slot coupler (Fig. 3.7) instead of a hybrid T. 


3.4 Angle detectors 


Only three classes of angle detection are admitted by the special 
theory. There is an unlimited number of specific forms of angle 
detection possible for each class, however, the only restriction 
being that the angle-output function (real part of the angle- 
detection function) be odd and that it and its derivatives be 
continuous. The present section will describe some of the forms 
of angle detection that are used in practice. 


Typical circuits 


Circuits for each of the three classes of angle detection illus- 
trated in Sec. 2.5 are blocked out schematically in Fig. 3.8. In 
each case the two r-f signals from the ratio converter are hetero- 
dyned with a local oscillator (LO) to produce an intermediate 
frequency suitable for amplification. By using a common LO 
for the two channels, symmetry of the two signals is preserved 
and, of importance in classes I and III, phase coherence between 
channels is maintained. After mixing, the two signals are 
amplified and compared. 

The angle-detection function for the class I angle detector 
illustrated is simply the sensing ratio itself in the case of amplitude 

*H. J. Riblet, Waveguide Hybrid, U.S. Pat. 2,739,288, filed Mar. 17, 
1950, issued Mar. 20, 1956. 


+H. J. Riblet, Hybrid Directional Coupler, U.S. Pat. 2,709,241, filed 
Feb. 28, 1950, issued May 24, 1955. 
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sensing, and the sensing ratio rotated 90° in the case of phase 
sensing (Fig. 2.9). Any function with an odd real part could 
have been chosen; the one actually chosen is the simplest. Since 
the ratio lies on the real (or imaginary) axis, the angle output of 
the system is just the angle-detection function A(u)/Z(u). 
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Fig. 3.8 Examples of angle-detection circuits. 


The class II angle detector illustrated is described analytically 
by the logarithmic function, although any other function whose 
even derivatives at rn = 1 have real parts given by Eq. (A.8) is 
acceptable. The logarithmic function is obviously acceptable 
since log 7,(u) vanishes on the boresight 7,,(0) = 1, and has odd 
symmetry about the boresight. The angle-detection function is 
log p(u), which is real; hence the angle output is again the angle- 
detection function itself. 

The class III angle detector illustrated may be described by the 
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function —jrm’(u) over a portion of the unit circle. Its real 
part is Re [—je**™/2] = sin [¢(u)/2]. Since the angle-detection 
function and all of its derivatives are purely imaginary on the 
boresight, its real part and the real part of all of its derivatives 
vanish there and therefore satisfy the condition of continuity. 


Normalization 


The ratio is formed by the normalization property of the ampli- 
fiers. In the class I angle detector illustrated this property is 
introduced in the form of instantaneous automatic gain control 
(IAGC). An IAGC voltage is developed in the sum channel 
and used to control the gain of both channels. The result, in 
effect, is to normalize both the sum- and the difference-signal 
amplitudes with respect to the amplitude of the sum signal. The 
output of the sum channel then remains constant in time, ideally, 
and the output of the difference channel becomes the ratio 
A(u)/Z(u). In the class II angle detector normalization is 
obtained in quite a different way. Here the ratio is formed, in 
effect, by subtracting magnitudes of logarithms to produce the 
logarithm of the ratio. On the boresight the ratio is unity and 
hence the logarithmic angle output is zero, as required. Since 
the logarithmic outputs from the amplifiers indicate only relative 
amplitudes, they are inherently independent of any absolute 
scale. The phase relation between the two input signals does not 
affect the ratio since the signals are demodulated before taking 
their ratio (difference of logarithmic amplitudes). Class III 
normalization is different again. All amplitude variations must 
be removed from both channels; this is effected by the use of 
limiter-type amplifiers that give constant and equal output 
amplitudes regardless of variations in amplitude of the signals 
received. An alternative way to achieve the same effect in 
principle is to use IAGC on both amplifiers, either a common 
IAGC voltage derived from one amplifier and applied to both, 
as in the illustration of class I, or independently derived [AGC 
voltages each applied to their own amplifier. Both ways, limit- 
ing and independent IAGC in each channel, have an important 
advantage over common IAGC in that the two signals to the 
angle detector need not be of equal amplitude. An example of 
a class III angle detector with independent IAGC has been 
described by Sommer’ for use in a missile tracking seeker. Thus 


52 INTRODUCTION TO MONOPULSE 


in the case of either classes II or III simple sensing is obtained, 
in effect, independently of the nonsensing patterns of the antenna. 


Formation of the angle-detection function 


Just as the ratio in the three classes of angle detection is formed 
in quite different ways, so is the angle-detection function itself. 
In the case of class II it is formed by the logarithmic character- 
istic of the amplifiers, the same characteristic that, in effect, 
forms the ratio. In the other two classes it is formed solely by 
the action of the phase comparator. For the angle detectors 
illustrated the comparator may be either the conventional phase 
comparator* or the extended-range phase comparator invented 
by Kirkpatrick.f| The conventional phase comparator is shown 
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Fig. 3.9 The conventional phase comparator. 


in Fig. 3.9 (a 90° phase shift has been included in order for the 
output to have odd symmetry). When complex voltages are 
applied at the two pairs of input terminals, their sum and their 
difference are formed by the hybrid network and then rectified 
by linear detectors. The difference of magnitudes of the sum 
and the difference then appears as a real function at the output 
(in accordance with the third postulate). The angle output is 
proportional to 

Re &(r) = |r +g| — |r — J]. (3.2) 


It satisfies the monopulse postulates when r is any arbitrary 
additive ratio, real or complex, and hence can be used for complex 
additive angle detection as well as for the cases of simple angle 
detection considered here. This is not so when r is any arbitrary 


* R. H. Dishington, Diode Phase-discriminators, Proc. IRE, vol. 37, pp. 
1401-1404, December, 1949. 

+G. M. Kirkpatrick, Extended-range Phase Comparator, U.S. Pat. 
2,751,555, filed Oct. 3, 1951, issued June 19, 1956. 
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multiplicative ratio. For an arbitrary multiplicative ratio 
p(u)e*™), Eq. (3.2) may be expressed as the real part of 


$k 2 Sj 4/ GD Eee ¢ (i — 5 cos! 


| eT i sin #(w) |} 


It can be seen here that the real part of F at rn is not the negative 
of its real part at 1/r,, except on the unit circle |7,,| = 1, i.e., 
pure phase sensing. In the case of simple angle detection, how- 
ever, the sensing ratio for class I is ra(u) = 7 A(u)/Z(u) and the 
angle output is proportional to 


A(u) 


Re F = D(u)’ 
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For class III the sensing ratio is r,(u) = e*™, and the angle 
output is proportional to 
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Angular-scanning range 


The range of angle scanning with the conventional phase com- 
parator is limited to that corresponding to a range of phase of 
180°, but the maximum unambiguous range of the angle sensor 
itself is frequently greater than this. It has already been seen 
(Sec. 2.3) that the range of phase can be extended to a maximum 
of 360° by r-f conversion of the sensing ratio, but it is accom- 
panied by vanishing sensitivity. Since it involves attenuation 
of the r-f difference signal, it will be accompanied by a loss in 
signal-to-noise ratio in the difference channel and hence a loss 
in radar range. Another method of extending the angular range, 
this time in the comparator itself, was introduced with the Kirk- 
patrick comparator. As with ratio conversion, the Kirkpatrick 
comparator achieves extended range only at the expense of bore- 
sight sensitivity, but it does so with little or no loss in signal-to- 
noise ratio because it operates at the point of highest amplitude 
level in the system. The essence of the Kirkpatrick com- 
parator is illustrated in Fig. 3.10. Its detection portion is the 
same as in the conventional phase comparator, consisting of 
linear rectifiers and a differencing network. The essential 
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difference between the Kirkpatrick and the conventional phase 
comparators lies in the way the signals are combined before 
detection. In both cases the angle output is the difference 
between magnitudes of the complex voltages appearing at the 
detector diodes: 


Rey: = lv _— lve]. 


In the conventional phase comparator the voltages v, and v2 
relative to the common terminal are seen to be just the sum and 
the difference of the input voltages. They are not seen as easily 
in the Kirkpatrick comparator, but can be calculated by super- 
position of the components generated by each of the input volt- 
ages. The components v, and v, generated by the input voltage 


i 
=, + 





—— 


igi? 


(a) (b) 
Fig. 3.10 The Kirkpatrick comparator: (a) simplified circuit of the com- 
plete comparator, and (6) portion driven by the source r. 


r, for example, involve only those parts of the circuit in Fig. 
3.106. Current 2, generated by r, splits at the junction of two 
parallel impedances. One is made up of a transmission line of 
delay 6/ terminated in its characteristic impedance Ro, the other 
is Ro itself. Since the input impedance of a transmission line 
terminated in its characteristic impedance is just its characteristic 
impedance, the current 7 splits equally into the two resistances. 
The two components generated by r are then 


v.=?Pr 
and v, = re isl, 
Similarly, but in reverse order, for the components generated by 
the other input voltage. By superposition, then, 


Re § = |r + e—#!| — |re—i8l + 1]. (3.3) 
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In the case of the class I angle detector r = 7[A(u)/2(u)]; hence 

the angle output is proportional to 

4 aw) 
= (u) 


In the case of the class III angle detector r = e/#™“); hence the 
angle output is proportional to 


hs oi = 3 .A(u) 4. eibl 
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Re f= Jere (u) a e—7B!| — |ere(u) + e78l| 

= sin © tain ee), —(r — Bl) < d¢< (re — Bl). (8.5) 
When £1 = 7/2, both cases reduce identically to those of the con- 
ventional phase comparator. But for 6l < 7/2 the angular 
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Fig. 3.11 Angle-output functions from the Kirkpatrick comparator. 


range is extended to a value approaching the maximum of 360° 
as Bl approaches zero. In the case of the class III angle detector 
the angle-output function is just an extension of the original 
sin [@(u)/2] function, but is attenuated by the factor sin [81/2] 
which falls to zero at the maximum angular range. In this case 
the angle output is proportional to the real part of 


es Sis a c red8(u). (3.6) 


The characteristics of the angle output from a conventional 
phase comparator and from the Kirkpatrick extended-range 
phase comparator may be observed and compared in Fig. 3.11 
for both classes I and III. The unambiguous angular range is 
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limited by the conventional phase comparator to a range of 
phase of —90° < ¢@ < 90° for both classes. So is the Kirk- 
patrick comparator if Bl = 2/2, for all electrical characteristics 
of the two are then identical. When #1 < 7/2, however, the 
angular range is extended beyond that of the conventional com- 
parator to the full 360° in the case of class I, and to —(z — Bl) 
< ¢ < (a — 6l) inthe case of class III. The example of angular- 
range extension is for 61 = 0.1, a rather small value resulting in a 
large extension in range and a correspondingly large decrease in 
sensitivity. The class III angular range has been extended to 
348°, but the boresight sensitivity for both classes has been 
reduced by a factor of ten. A rather interesting characteristic 
of the Kirkpatrick comparator for small @/ is that its angle output 
for both classes is nearly identical, the two functions approaching 
261 sin [¢(u)/2] over nearly the full 360°. The theoretical maxi- 
mum range can be approached as closely as desired by the Kirk- 
patrick comparator, and although it is obtained only by a cor- 
responding loss in sensitivity, this loss occurs in the system at a 
point where the signal-to-noise ratio is its greatest. Thus it is 
concluded that the unambiguous angular range for classes I and 
III need be limited only to that of the monopulse antenna. 


3.5 Monopulse systems 


Now that some of the techniques in common use for sensing, 
conversion, and detection of monopulse angle information have 
been seen, it will be instructive to assemble and compare exam- 
ples of all of the various monopulse systems permitted by the 
special theory. A complete set of examples is summarized in 
Fig. 3.12. They are classified according to the three forms of 
angle information to the angle detector, namely, class I associated 
with the additive sensing function A(w)/2(u), and classes II and 
III associated with the multiplicative sensing functions p(u) 
and ¢(u), respectively, or their equivalents. The three classes 
are then divided according to the type of sensing, either ampli- 
tude or phase, giving the six distinct forms of monopulse. For 
each sensing function one type of sensing is described by the 
actual sensing function and the other by its equivalent. In 
the examples shown, each of the actual sensing functions is con- 
verted into its equivalent without change in angular range or 
boresight sensitivity. 


MONOPULSE SYSTEMS 57 


Equivalence between angle sensors is indicated in the figure by 
two-way arrows. In the case of the two multiplicative classes II 
and III there is just one amplitude and one phase sensor that are 
equivalent to each other. In the case of the two additive classes, 
however, all four are equivalent. The ratio of outputs from all 
four is of the same form, namely, 7A(u)/Z(u). This illustrates 
the degeneracy pointed out in Sec. 2.3 between two of the four 
forms of the additive ratio. Only two of the four are distinct, 
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Fig. 3.12 Examples of the six distinct forms of monopulse. 


one giving the ratio j[p(w) — 1]/[p(w) + 1] and the other the 
ratio 7 tan [¢(u) /2]. 

These examples of the six distinct forms of monopulse admitted 
by the special theory are by no means the only ones possible. In 
fact, an unlimited number of sensing functions, ratio conversions, 
and angle-detection functions is possible. 


3.6 Duplexing and scanning 


Since the concept of monopulse is limited strictly to recep- 
tion, little mention has been made as yet of the problems of 
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introducing a transmitter into the system when it is to be used 
as part of aradar. Generally speaking, the transmitter portion 
of a monopulse radar is much the same as in any conventional 
pulse radar. Two important differences do exist, however, in 
the problems associated with duplexing and mechanical scanning. 
Monopulse duplexing is complicated by the necessity for multi- 
ple antenna feeds and receiving channels, in contrast to the 
usual single-feed and receiving channel of conventional radar. 
It was seen in Sec. 1.4 that the duplexing problem may be 
avoided altogether by using separate transmitting and receiving 
antennas,'® but in many cases this is far from the optimum use 
of the antenna aperture available. Therefore duplexing is a 
necessity if the same antenna is to be used for both transmission 
and reception. 

Two general problems are associated with monopulse duplex- 
ing. One is that of exciting multiple feeds by a common source 
in such a way that the source is effectively disconnected from 
them during the interpulse period. The other is protection of 
the receivers from the peak pulse power during transmission. 
The first of these is the only problem peculiar to monopulse. If 
the sum and difference of the signals received are formed directly 
at the antenna, which was done for all six forms of angle sensing 
shown in Fig. 3.6, both of the duplexing problems can be solved 
by use of conventional duplexing techniques. ‘The transmitter 
can be connected to the sum line to excite the two feeds equally, 
as shown in Fig. 3.13, thereby producing a transmitted pattern 
with symmetry in both principal planes. On transmission the 
pulse power opens the anti-transmit-receive (ATR) switch and 
shorts the TR switches to feed the full power into the sum arm, 
which then splits equally at the two antenna feeds. On reception 
the ATR switch disconnects the transmitter from the sum line 
while the TR switches open to pass the sum and difference of 
the received signals unimpeded to the angle detector, either 
directly or through a suitable ratio-conversion network. 

The other feed problem peculiar to monopulse occurs when the 
antenna must rotate for mechanical scanning. If the rest of the 
receiving system can be made to rotate with the antenna there is 
no problem; a single conventional rotary joint for the transmitter 
alone is sufficient. In the event that the rest of the system must 
remain fixed, however, as it frequently must in practice, it 
becomes necessary to use a dual-channel rotary joint. This com- 
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plicates the feed system still further and raises the question of 
where it should be placed in the circuit in order that it will intro- 
duce the least error in the angle measurement. If it were placed 
directly in the antenna feed lines, any amplitude or phase error 
introduced by the changing geometry of the rotary joint would be 
reflected as an error in the angle measurement. If, on the other 
hand, it were placed in the sum-and-difference lines, the angle- 
output function would still be affected but its boresight indication 
would remain unchanged. Since preservation of the boresight is 
of utmost importance in most applications, this is an important 
virtue. A more detailed discussion of the dual-channel rotary- 
joint problem has been given by Raabe.* He describes a method 
for designing dual-channel joints by coupling two rectangular 





Antenna Receiver 


ne ais ae 






——~+> Reception 
— Transmission 


Fig. 3.13. A sum-and-difference monopulse radar duplexer. 





wave guide channels into a single circular wave guide capable of 
supporting two circularly symmetrical modes. Another type of 
dual-channel rotary joint was developed earlier by Farr,t based 
on the use of oppositely rotating circularly polarized waves in a 
single circular wave guide. 

In summarizing the problems of duplexing and scanning one 
point stands out: a common solution to both lies in the use of a 
sum-and-difference network at the antenna. 


3.7 Pseudomonopulse 


The entire theory of monopulse as developed in this monograph 
is an idealization that represents an ultimate objective rather 


*H. P. Raabe, A Rotary Joint for Two Microwave Transmission Channels 
of the Same Frequency Band, /RE Trans. POMTT-3, pp. 30-41, July, 1955. 

+ H. K. Farr, Two Channel Rotary Joint, U.S. Pat. 2,713,151, filed Mar. 
29, 1946, issued July 12, 1955. 


» Google adem ee 


» Google 


60 INTRODUCTION TO MONOPULSE 


than a physical reality. In actual practice this idealization can 
be realized only approximately by any physical system. Within 
the limitations of physical realization, then, any simultaneous- 
lobing pulse-receiving system designed to approach this ideal 
may be considered as an approximation to true monopulse. 
There are other systems, however, that are frequently referred 
to as being monopulse, and that have at least some of the charac- 
teristics of monopulse as defined here, but that are based on a 
fundamentally different design philosophy. Such systems will be 
termed ‘‘pseudomonopulse.”’ 

The most common difference between pseudomonopulse and 
true monopulse as defined here is violation of the first postulate. 
This may be a result either of only partially effective, or of totally 
lacking, normalization of the two signals. Identical dynamic 
characteristics of the normalizing amplifiers are essential to 
effective normalization. For the particular amplifiers illustrated 
in Sec. 3.5 they must be linear in amplitude and have instantane- 
ous AGC in the case of class I, or they must be logarithmic in 
amplitude in the case of class II, or linear in phase and have 
instantaneous limiting action in the case of class III. 

An example of a simultaneous-lobing system that is frequently 
considered as a form of pseudomonopulse (with totally lacking 
normalization) is a beam-narrowing system that appeared early 
in the history of radar.* By 1940 the British had built and tested 
a 200-Mc search radar based on a ‘‘split-beam”’ technique. 
Sum-and-difference amplitude-sensing patterns from a five- 
element array of dipoles were obtained (Fig. 3.14a), and after 
amplification in separate linear amplifiers were rectified and their 
magnitudes subtracted (Fig. 3.146). The difference between the 
sum and the difference amplitude patterns caused partial can- 
cellation of return from targets near the edges of the beam and 
gave an effective beamwidth that was narrower than that of the 
sum pattern alone. By manual adjustment of the difference 
amplifier gain it was possible to control the effective beamwidth 
of the antenna. At zero gain the beamwidth was that of the sum 
pattern alone, while at high gain the beamwidth was reduced 
considerably but the side-lobe level increased. Since the side 
lobes of the transmitting pattern appear at different angles from 
those of the effective receiving pattern, the side-lobe level of the 
over-all two-way pattern is suppressed considerably (Fig. 3.14c). 
This is an example of simultaneous lobing with symmetry about 


MONOPULSE SYSTEMS 61 


the boresight but with complete absence of normalization, and 
necessarily so, since normalization would destroy the very 
information sought by a search radar. 

Examples of pseudomonopulse in which normalization is only 
partially effective are offered by some boresight-tracking radar 
systems. A class I system with slow rather than instantaneous 
AGC would still give an accurate indication of the boresight by 
the position of the crossover, or null, in the angle-output function, 
but the slope (boresight sensitivity) would vary with the ampli- 
tude level of the return wave. If the resulting angle output is to 
supply an error signal to a servo having either an extremely short 
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(a) (b) (c) 
Fig. 3.14 British search-radar beam-narrowing system: (a) rectified sum- 
and-difference antenna patterns, (b) narrowing of the effective receiving 
pattern, for full-difference gain and for half-difference gain, and (c) the com- 
bined transmit-receive pattern. (After T'aylor and Wescott.) 


time constant (such as an electron beam) or a time constant long 
relative to the interpulse period, then it may be unimportant 
whether or not the system operates as true monopulse. If, 
on the other hand, the servo time constant is comparable to the 
interpulse period, then the changing sensitivity may result in 
angular jitter about the boresight. A specific example of a class 
I radar system with one form of slow AGC is a system proposed 
by Smith and Brockner.? Here the AGC is purposely delayed 
by a full pulse period, the return-signal strength from one pulse 
controlling the gain of the amplifiers on reception of the next 
pulse. 

A not uncommon form of pseudomonopulse is one possessing 
both normalization and symmetry, but symmetry that is even 
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rather than odd. Such a system would have a most serious lack 
of sense indication. Nevertheless it does have important applica- 
tions, one of which has been described by Busignies* for improy- 
ing the angular accuracy of a search radar. Here the comparison 
of signals received is limited solely to an indication of coincidence 
between amplitudes of two signals. As the radar boresight is 
made to scan past a target, the azimuthal direction of that target 
is indicated quite accurately on a pulse-position-indicator (PPI) 
by intensifying the spot in the direction at which coincidence 
occurs. 

Although not as common as violation of the first postulate, 
some systems are not true monopulse because of a lack of sym- 
metry about the boresight. An important example of this form 
of pseudomonopulse is electronic boresight scanning, described in 
the next section. 


3.8 Electronic boresight scanning 


In many applications it is advantageous, and sometimes 
mandatory, that scanning be performed electronically by a fixed 
antenna rather than by the usual brute-force method of rotating 
the antenna mechanically. Electronic scanning is certainly a 
necessity whenever the required scanning rate exceeds the maxi- 
mum attainable by mechanical means, and is highly desirable, 
if not absolutely necessary, for any precision tracking system in 
which the problems associated with radomes and mechanical 
scanners are especially severe. The direct approach to electronic 
scanning is to produce a traveling-wave aperture function whose 
phase velocity can be varied. The beam itself then scans in 
response to the changing phase velocity. This technique is 
satisfactory in many applications but is limited in accuracy to 
that of any conventional scanning system. Another approach is 
based on the use of monopulse. Monopulse is inherently an 
electronic-scanning concept and so is ideally suited to such 
applications. Angle-scanning monopulse is limited in stability 
by its dependence on amplifier characteristics, however, and 
boresighting monopulse, per se, is incapable of electronic scanning. 
It would be highly desirable to retain the inherent stability of 
the class I boresight in a monopulse system capable of electronic 

* H. G. Busignies, Signal Comparison System, U.S. Pat. 2,509,207, filed 
Apr. 26, 1944, issued May 30, 1950. 
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scanning. This can be done by scanning the indicated boresight 
electronically, as will be shown here. 

The boresight direction is indicated by the value of u at which 
rm(u) = 1. The indicated boresight direction can be either the 
actual boresight direction u = uw of the antenna (it has been 
implied so far that uw is zero, i.e., that the boresight is broadside 
to the aperture, but it will be shown in Sec. 5.4 that it may have 
any given value), or it can be any other selected direction by 
transforming the sensing ratio in that direction to unity. The 
value of u associated with the point rm;(w) = 1 in the plane of the 
transformed sensing ratio then represents the boresight direction 
that will be indicated by a null in the angle output. This is 
the theoretical basis of electronic boresight scanning. When 
restricted to pure amplitude or pure phase sensing, the scanning 
transformation corresponds, respectively, to a shift along the 
real axis or around the unit circle. Thus electronic boresight 
scanning can be realized physically by attenuation (amplification) 
or phase shift, respectively, of one signal relative to the other: 


e~p(u) amplitude sensing, 
rme(u) = eiBeid(u) phase sensing. Se) 
This is illustrated in Fig. 3.15. The actual boresight appears at 
e* (or e?), but the boresight as indicated by a null in the angle 
output still remains fixed at unity. By varying a (or 8), the 
indicated boresight direction can then be controlled at will. 

For each value of scanning attenuation a there is an equivalent 
value of scanning phase shift 8 that will indicate the same bore- 
sight direction. Any amplitude function (including the sum- 
and-difference function) may be converted to an equivalent phase 
function and its boresight shifted by shifting phase by an amount 
8 before converting back to amplitude as in Fig. 3.15c, and con- 
versely for phase functions as in Fig. 3.15d. From Eq. (3.7) 
the shift in indicated boresight resulting from a shift in phase 8 is 


(uv) = —B8, (3.8a) 
while that resulting from an attenuation a Is 
p(u) =e", (3.8b) 


In view of the equivalence [Eq. (2.13)] between the amplitude- and 
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phase-sensing functions, there exists a corresponding equivalence 
between the scanning attenuation and scanning phase shift: 


ae ee oy 
tan Se tanh 5 (3.9) 


Electronic boresight scanning is applicable to any of the 
three classes of angle detection. The scanners in Figs. 3.15a 





(c) (d) 


Fig. 3.15 Electronic boresight scanning: (a) amplitude sensing, (b) phase 
sensing, (c) phase scanner for amplitude- (or sum-and-difference) sensing 
functions, and (d) amplitude scanner for phase-sensing functions. 


and b may be used directly with classes II and III since the bore- 
sight may be shifted from unity by inserting attenuation or 
phase shift, respectively. Class I, on the other hand, is totally 
unaffected by attenuation or phase shift since its boresight is 
indicated by a null. Nevertheless its boresight may be shifted, 
either by inserting an appropriate attenuation or phase shift 
ahead of the sum-and-difference network or by converting the 
sum-and-difference sensing function (which is an amplitude 
function) into an equivalent phase function and then converting 
back again as in Fig. 3.15c. The latter technique is illustrated in 
Fig. 3.16. 

The parameters of importance in any boresighting application 


MONOPULSE SYSTEMS 65 


are (1) the indicated boresight direction, and (2) sensitivity of 
the indicated boresight. In all cases of electronic boresight 
scanning the indicated boresight is related to the scanning 
attenuation or phase shift through Eq. (3.8). The other param- 





Sdikeae a8 0 
eter, boresight sensitivity, is the slope - of the angle- 


0 U = Uib 
output function in the boresight direction. Its value depends 
upon the particular choice of the angle-detection function §&. 
For the systems shown in Fig. 3.12 these reduce to 


0 Res 
Ou 





(3.10) 





_ fe%p’ (us) classes I, and II 
aan. apie) classes Ip and III. 


A specific example of electronic boresight scanning as it might 
be used in a complete modern monopulse radar is illustrated in 
Fig. 3.16. Itis basically a class 1A monopulse system, probably 
the most common form in use today, modified for electronic 
scanning by the insertion of an electronic boresight scanner. 
The scanner has been placed beyond the TR switches so that it 
affects only the receiving characteristics of the radar. By using 
short slot couplers instead of magic T’s, the entire r-f portion of 
the system, including the electronic scanner, can be built com- 
pactly into a pair of parallel wave guides with a common wall for 
coupling. ‘The scanning phase shift 6 can be controlled mechani- 
cally by a movable dielectric in the wave guide, or all elec- 
tronically by magnetizing a ferrite in the wave guide. The 
signals formed by the angle sensor are in-phase and have ampli- 
tudes that are the sum and the difference of the pattern ampli- 
tudes. After passing through the scanner they still remain 
in-phase, but their amplitudes involve both the sum and the 
difference: 


Z, + Dcos — Asin S 


ry B . £6 
A, = Acos5 +2 sin 5 


(3.11) 


Consider first the situation with no phase shift (@ = 0). The 
scanner then has no effect on the system (other than to reverse 
the roles of the sum and the difference channels). The system 
operates as a true monopulse radar from which angle and range are 
obtained as functions of time; the signals from the scanner are 
just the sum and the difference shown before in Fig. 2.7 as func- 
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Fig. 3.16 A complete monopulse radar system with electronic boresight 
scanning: (a) schematic diagram of the radar, showing a PPI video output 
(dotted) from the sum channel in addition to the monopulse angle output, 
(b) the sum-and-difference pattern functions from the scanner, (c) angle 
output from the radar, (d) scanning phase shift 6 required to produce a 
given change in the indicated boresight direction, and (e) boresight sensi- 
tivity of the angle output function. All of the functions shown were calcu- 
lated for a cosinusoidal aperture amplitude function. 


tions of the generalized angle of arrival r(d/X) sin 6, and again in 
Fig. 3.166 (within the half-power sum beamwidth). The sum 
pattern 2, for 8 = O represents also the pattern transmitted by 
the radar. The difference pattern A, passes through zero in the 
direction of the actual boresight w= 0; hence the boresight 
direction indicated by the angle output from the radar is the 
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actual boresight direction. The resulting angle-output function 
from the radar is shown in Fig. 3.16c. Now by varying the 
scanning phase 8 the effect of electronic scanning on the sum and 
the difference functions and on the angle-output function can be 
seen clearly. As 8 increases toward 90°, the indicated boresight 
moves out to the edge of the beam (the half-power point of the 
sum pattern). By varying 8 over the range +90° a target can 
be tracked over the entire width of the beam. The boresight 
direction indicated by electronic boresight scanning over the 
beamwidth is a single-valued, fixed function of the scanning 
phase shift, related as shown in Fig. 3.16d; hence the amount of 
scanning phase shift inserted offers an accurate measure of the 
direction of the indicated boresight. In comparing the per- 
formance of electronic boresight scanning with ordinary mechani- 
cal boresight scanning, it will be seen to have the disadvantage of 
variable sensitivity over the scanning range. This is evident in 
the changing slope of the angle-output function about the indi- 
cated boresight. Boresight sensitivity as a function of the indi- 
cated boresight direction is shown in Fig. 3.16e, in which it is seen 
to drop at the edges of the beam to about one-third its value at 
the center of the beam. If the signal-to-noise ratio is sufficiently 
high, this is not a particularly important disadvantage. 

It may be of interest to note that a class I monopulse radar, 
such as that in Fig. 3.16, may also be used for PPI as well as for 
making precision angle-of-arrival measurements. If a part of 
the sum signal is bled off before being subjected to AGC and then 
amplified and detected (shown dotted in Fig. 3.16a), the video 
output will exhibit the variations in radar return that would be 
seen by a conventional search radar. In this way a monopulse 
radar may be used in a conventional search mode as well (elec- 
tronic boresight scanner fixed at 6 = 0). It is even possible 
that the search and the electronic boresight-scanning modes 
could be operated simultaneously if the change in the sum pattern 
that occurs during electronic scanning could be made to have a 
negligible effect on the search video output. 

One form of electronic boresight scanning that has actually 
been put into practice has been described by Sommer.’ The 
system was part of a dual-plane missile-guidance seeker designed 
to track and home on active r-f sources. It is one of the two 
simplest forms of electronic boresight scanning, namely a class 
IIIP system with a phase scanner at one of the interferometer 
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feeds (Fig. 3.17). The angle output of the system is converted 
into a mechanical rotation to drive a variable phase shifter in a 
closed servo loop. The phase shifter then tracks the target 
electronically, the angular position of the phase shifter giving a 
continuous indication of the electrical boresight, and hence of 
the target direction, relative to the mechanical boresight direc- 
tion. It may be of interest to note that this is one of the few 
examples reported of a monopulse system developed to sense 
active sources only. By far the majority of applications have 
been in the field of radar. 





OR" 5 
B=—s sin @ 


Fig. 3.17 A phase-scanning missile-guidance seeker. (After Sommer.) 


Upon examination of the scanning ratio in Eq. (3.7) it will be 
seen to lack symmetry about the indicated boresight (except 
when the scanning parameter a@ or @ is zero) and hence will not 
satisfy the third postulate of monopulse. Strictly speaking, 
then, electronic boresight scanning is a form of pseudomonopulse 
since it does not satisfy the definition of monopulse. Here is an 
important example of a case in which the theory of monopulse 
has been used to develop a technique that does not satisfy the 
postulates on which that theory is based. This reemphasizes 
the assertion made earlier that the theory proposed can be of 
value in the analysis and synthesis of many systems that are 
related to, but may not be exactly, true monopulse as defined here. 


4. Dual-plane monopulse 
Systems 


ace ESSENTIAL properties of some of the monopulse systems in 
use have been derived in Chap. 3 from the special theory. 
Although restricted, for simplicity, to two-dimensional mono- 
pulse operation in a single plane, the same properties also apply 
to three-dimensional monopulse operation in two orthogonal 
planes. Representative techniques for achieving dual-plane 
monopulse operation will now be described. As in the case of 
single-plane systems, the specific techniques to be described are 
merely illustrations of ways in which dual-plane systems may be 
realized physically, and hence are far from being exhaustive. 


4.1 Three-channel techniques 


The most direct extension from single- to dual-plane monopulse 
operation would be simply to combine two complete single- 
plane systems, one in azimuth and the other in elevation. This 
would require four antenna beams and four amplifying channels. 
Upon further consideration, however, it is evident that some 
simplification should be possible since the two systems could 
share one beam and one channel. A complete dual-plane system 
based upon this technique was developed early in the history of 
monopulse. Perhaps the first dual-plane monopulse radar 
system! (Sec. 1.4), it had three identical beams from which the 
signals received were amplified in separate channels for phase 
sensing and phase detection in azimuth and elevation, with a 
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fourth beam used only for transmission. A major disadvantage 
of such a system is that the antenna aperture is utilized ineffi- 
ciently, part of the antenna being used only for azimuth recep- 
tion, part for elevation reception, and part for transmission. 
The situation is even worse in the case of amplitude sensing since 
the receiving array of three squinted beams is inherently asym- 
metrical. An array of four beams, on the other hand, is com- 
pletely symmetrical in any plane parallel to the two principal 
planes in both the cases of amplitude and phase sensing, as seen 
from Fig. 4.1. Furthermore, the full antenna aperture can be 
utilized for both azimuth and elevation sensing by comparing 
signals from pairs of beams, the right and left pairs compared in 
azimuth and the upper and lower pairs compared in elevation. 





Fig. 4.1 Dual-plane sensing with four beams: (a) amplitude sensing, and 
(b) phase sensing. 


This can be of the utmost importance whenever antenna size is 
limited. With four beams the full aperture can be utilized on 
transmission as well as reception if duplexing provisions are 
included to feed all four equally during transmission. This 
points once again toward the use of sum-and-difference sensing. 
On transmission the transmitter can feed the sum of all four 
beams, while on reception the received signal from the sum of all 
four beams can be used as the common reference channel shared 
by both planes. This, plus the fact that dual-plane monopulse 
has been used primarily in boresighting applications, has led 
almost exclusively to the use of class I for dual-plane mono- 
pulse.?47 Therefore only class I systems will be treated here. 
Some of the characteristics of class I operation are described in 
more detail in Chap. 6. 

In either of the cases of pure amplitude or phase sensing shown 
in Fig. 4.1 the signals from all four beams added in-phase will 
produce a symmetrical sum pattern. Subtracting the signals 
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from the two lower beams C' and D taken together from those of 
the two upper beams A and B taken together will result in an 
elevation difference signal, while subtracting signals of the two 
left-hand beams B and C (as seen from the antenna) from those 
of the two right-hand beams A and D will result in an azimuthal 
difference signal. In the case of pure amplitude sensing (Fig. 
4.1a), for example, the sum and the difference patterns are 


Z(u) = YalPa(u) + Pa(u) + Pc(u) + Pou), 
Aa(u) = 7at[Pa(u) + Pa(u)] — [Pc(u) + Po(u)]}, (4.1) 
Au(u) = }4{[Pa(u) + Po(u)] — [Pa(u) + Pe(u)}. 


The factor 1% is necessary for conservation of power in a lossless 
network. On the boresight axisu = 0,P4 = Pg = Pc = Pp, so 


J(A- 
g (A-8) 5((A+D)—(B+C)] 
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Fig. 4.2 A dual-plane sum-and-difference network. 


that A.(0) = A,,(0) = 0 and 2(0) = 2P,4(0). The total power 
into the network, assumed to be matched, is 4P4?(0) on the bore- 
sight, which must equal the power 27(0) out of it. A set of 
equations equivalent to those of Eq. (4.1) can be written also 
for pure phase sensing. 

A network for realizing the dual-plane sum-and-difference 
signals of Eq. (4.1) is shown in Fig. 4.2. The signal voltages 
have been designated simply A, B, C, and D, for either amplitude 
or phase sensing. For amplitude sensing a 90° phase shift (shown 
dotted) is inserted in the difference channels in order that the 
ratio will be of the form 7A(u)/Z(u) for either amplitude or phase 
sensing. This network, when excited by either set of four beams 
in Fig. 4.1, is the dual-plane extension of the single-plane additive 
angle sensor in Fig. 3.2. A third difference signal, the difference 
between the two pairs of diagonal beams, is also produced, but 
since its information is redundant its power may be dissipated in 
a matched load. 


Google 


72 INTRODUCTION TO MONOPULSE 


A dual-plane extension of the single-plane class I angle detector 
is illustrated in Fig. 4.3. The normalizing IAGC voltage is 
generated by the sum-amplifier signal and applied to the sum 
amplifier and both difference amplifiers. The heterodyning 
signal from the LO has to be applied to three mixers (plus an 
AFC mixer in most practical receivers) ; hence it 1s divided twice 
as shown. 

When used as a radar, range information is available from any 
of the three channels. In the case of the two difference-channel 
signals, however, range information vanishes on the boresight 
with the vanishing of the difference amplitudes. The sum 
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Fig. 4.3 A dual-plane three-channel class I angle detector. 


signal, on the other hand, is a maximum in this critical direction. 
For this reason range information is always taken from the sum 
channel. Since the difference signals indicate a displacement of 
the radiating source from the boresight axis, they represent an 
angular error in boresighting applications. Consequently the 
sum and the difference signals of a class I monopulse system are 
frequently referred to as range and error signals, respectively. 


4.2 Two-channel techniques 


It is possible to reduce the number of separate channels 
required from three to two by combining the two difference 
signals in phase quadrature into a single complex signal. The 
complex difference signal can then be amplified in a single channel, 
after which the two original difference signals can be separated 
again by resolving the complex signal into its components in- 
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phase and 90° out-of-phase with respect to the sum signal. This 
technique reduces the number of difference amplifiers required 
but does so at the expense of tighter phase tolerances. It is 
still true that the boresight direction will be indicated accurately 
by a null in the amplitude of the difference signal independently 
of the amplitude or phase characteristics of the amplifiers, which 
is the principal advantage of class I. Off of the boresight any 
inadvertent shift of phase in the complex difference amplifier 
relative to that of the sum amplifier will result in an indicated 
azimuth and elevation that is in truth a combination of the two. 
In boresight tracking applications any unwanted phase shift 
would result in cross correction of the azimuth error by the eleva- 
tion error signal, and vice versa. A phase error as great as 90° 
would cause a complete interchange of azimuth and elevation 
error signals, thereby rendering the system useless for tracking; 
an elevation error signal would cause an azimuth correction, and 
vice versa. With two separate error channels, however, as in 
the case of the three-channel technique described in the preceding 
section, a phase error causes only a decrease in sensitivity (but 
with a catastrophic reversal of sense if the phase error becomes 
greater than 90°), as will be shown in Sec. 6.2, but it does not 
cross-couple the error signals. 


Four-beam sensing 


The complex difference signal can be obtained directly from the 
three-channel sensor described earlier in Figs. 4.1 and 4.2. All 
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Fig. 4.4 Circuit for reducing three-channel information to two. 


that needs to be done is to add the two difference signals after 
shifting the phase of one of them by 90°. This can be effected 
as shown in Fig. 4.4. 

With the angle information contained in relative phase as well as 
in relative amplitude of the difference signals it becomes particu- 
larly important to reduce to a minimum the effect of the nonsens- 
ing function. In the case of amplitude sensing this means that 
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all four beams should have coincident phase centers, and in the 
case of phase sensing that all four beams should be patterns of 
revolution, i.e., should have cylindrical symmetry. Under these 
conditions the proper phase relation between the sum and the 
complex difference signal is assured. 


T'wo-beam sensing 


Dual-plane angle sensing can be realized directly from a single 
pair of beams. The simplest possible form of dual-plane angle 
sensor is obtained‘ simply by squinting the two beams of a single- 
plane interferometer as indicated in Fig. 4.5. The angle-sensing 





Fig. 4.5 A two-beam sensor. The azimuth angle-sensing function is 
phase, while the elevation angle-sensing function is amplitude. 


function in the principal azimuth plane is phase, and in the prin- 
cipal elevation plane is amplitude. This still constitutes simple 
sensing in the two principal planes, consistent with the special 
theory, even though it is complex sensing in any other plane 
because of its unsymmetrical character. A source displaced off 
of the boresight axis will induce voltages that differ in phase 
according to its azimuth displacement and that differ in ampli- 
tude according to its elevation displacement (Fig. 4.6a). On 
the boresight axis the two voltages are equal and in phase. The 
difference signal then passes through zero on the boresight. With 
the source in one of the two principal planes the angle sensor 
operates simply as an ordinary single-plane sensor. In the 
principal azimuth plane the signals received are of equal ampli- 
tude (Fig. 4.6b) and the sensor reduces to the single-plane equiva- 
lent of an interferometer. In the principal elevation plane the 
signals received are in-phase (Fig. 4.6c) and the sensor reduces 
to the single-plane equivalent of a pair of squinted beams. For 
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small displacements from either principal vlane the components 
of the complex difference signal parallel and perpendicular to the 
sum signal approximate, respectively, the elevation and azimuth 
error signals: 

Ay (ter) ~ P(e) — P(— Ue), 


sad he ta) Fe Ptalac): Fe) 


Near the boresight, then, the sum and the two orthogonal com- 
ponents of the complex difference signal from the two-beam sensor 


‘ (ti az) _ p> (Ug,) 
P( -u,, je? 2 P(Oje? 2 











? (uy GI 
e2 Je ace? 
(a) (b) (c) 
Fig. 4.6 Signals produced by the two-beam sensor in Fig. 4.5 when (a) 
the source is displaced from both principal planes, (b) the source lies in the 
azimuth principal plane, and (c) the source lies in the elevation principal 
plane. 





are first-order approximations to those from the four-beam sensor. 
The approximation becomes poorer for sources farther from the 
boresight, however, because both azimuth and elevation become 
intermixed in each of the two components. 


Angle detection 


In either of the two principal planes the angle information from 
the four- and the two-beam sensors is in exactly the same form; 
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Fig. 4.7 A dual-plane two-channel class I angle detector. 


hence it can be detected by the same angle detector. In both 
cases the complex difference signal can be resolved into its two 
components by an angle detector such as that in Fig. 4.7. The 
first phase comparator, being sensitive only to the perpendicular 
component, detects the azimuth angle-output function. The 
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phase comparator following the 90° shift of phase is sensitive 
only to the in-phase component; hence it detects the elevation 
angle-output function. 

In any plane other than one of the two principal planes the 
angle information from the four- and the two-beam sensors can 
differ considerably. In fact, since the two-beam angle informa- 
tion in any other plane is unsymmetrical about the boresight, it 
does not represent true monopulse information. The two-beam 
system can still be used in the usual way for boresight tracking, 
however, because it will always develop a suitable error signal 
with correct sense. As the boresight is brought onto the target, 
it will approach a first-order approximation to true monopulse 
operation in both planes. 


D. Monopulse antenna principles 


HE ANTENNA is the heart of monopulse. It is the link 

between the radiating source and the angle detector, sensing 
the angle of arrival by virtue of its configuration. Once the basic 
form of the angle detector is chosen from among the relatively 
few forms in use, the principal control of the monopulse angle 
characteristics at the present time rests in the design of the 
antenna. By choosing the proper distribution of radiating fields 
in the antenna aperture it is possible to achieve control of the 
angle-output function. For example, it can be linearized over 
the angular-scanning range, or its boresight sensitivity can be 
maximized, by the aperture synthesis techniques described in 
the next chapter. In any case an understanding of the prin- 
ciples of monopulse antennas is essential to a full understanding 
of the operation of monopulse systems. 


5.1 Relationship between aperture and pattern functions 


The monopulse concept was defined in terms of the ratio of 
antenna pattern functions, and the various monopulse tech- 
niques were described in terms of these functions. But to control 
the pattern functions to achieve a prescribed angle output it is 
necessary to synthesize the required current distribution in the 
aperture. Synthesis, and the practical problem of physical 
realization of the synthesized distribution required to achieve a 
prescribed angle output, are the principal problems of monopulse- 
antenna design. Therefore a brief review will be given of the 
elementary Fourier relationship between aperture and pattern 
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functions from which the general properties of monopulse aper- 
ture functions will be derived. Admittedly this representation 
of the relationship is only an approximation.* Its virtue lies in 
the fact that it is usually a good approximation to the true rela- 
tionship, leading to simple conditions on the aperture functions. 





dy d 
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Fig. 5.1 A radiating antenna aperture. 


Consider an antenna with a one-dimensional, monochromatic 
current distribution @(2y/d)e across the aperture. The dis- 
tant field radiated by an element of length dy located at y (Fig. 
5.1) will be proportional to 

R—y sin °) 
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The total field radiated in any given direction is then a linear 
superposition of the fields radiated in that direction by the entire 


aperture, 
d ‘ 2 er3 (; } iy sin 0 
° (x4 sin ) = of a qv)é dy. 


The radial and time dependence appear as constant factors and 
hence were omitted for simplicity. The dependent variables and 
proportionality constant were chosen in such a way as to reduce 
this relationship to a simple form after the usual change of 
variables, 


‘y= m ¥ sin 6, 
(5.1) 
and pe oy 
7 Y: 


* H. G. Booker and P. C. Clemmow, The Concept of Angular Spectrum 
of Plane Waves, and Its Relation to that of Polar Diagram and Aperture 
Distribution, JT EE (London), pt. III, vol. 97, pp. 11-17, January, 1950. 
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Variables u and »v are the generalized pattern and aperture coor- 
dinates, respectively. Then 


P(u) = [_, are dv. (5.2) 


The pattern function is recognized as being the Fourier transform 
of the aperture function [@(v) = 0 for |v| > 1; hence @(v) is 
defined on the entire interval —«o <v< mo]. Consequently 
the aperture function is the inverse Fourier transform of the 
pattern function: 


Q(v) = = P(u)e—? du. (5.3) 


Given any arbitrary aperture function its corresponding pat- 
tern function may be obtained exactly from Eq. (5.2). For exam- 
ple, in the simplest case of a uniform aperture function the com- 
plete pattern will extend over a range of u from — = to o, as 
illustrated in Fig. 5.2. Only that portion of the pattern function 





Fig. 5.2 The radiation pattern of a uniform line source. 


lying in the interval —z(d/A) < u < r(d/X),1.e., —1 < sin é < 1, 
is observable over the physical range of angles, however, even 
though the pattern function is defined over the entire real axis. 
For the portion of the pattern function outside of this interval 
the angle of arrival is complex; this portion has been referred 
to as the invisible region. The inverse problem of synthesizing 
the exact aperture function required to produce a given pattern 
function has no solution, in general. The difficulty lies in the 
fact that the aperture function must vanish everywhere outside of 
the aperture, whereas the inverse transform [Eq. (5.3)] does not, 
except for certain very special cases. Given an arbitrary pattern 
function over the visible range of angles, it is possible to find an 
aperture function that will approximate it as closely as desired, 
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however, by choosing the invisible portion of the pattern function 
properly. This is the theoretical basis for the possibility of 
supergain antennas. An ingenious and novel approach to the 
problem of aperture synthesis has been given by Woodward and 
Lawson* in which they obtain the aperture function by linear 
superposition of a continuous spectrum of plane waves. Over 
the visible region the spectrum is distributed according to the 
required pattern function. The invisible portion, interpreted as 
arising from a spectrum of plane waves at complex angles of 
incidence, was chosen in such a way as to reduce the fields out- 
side of the aperture itself to zero. The aperture function was 
then expressed as a sum of plane waves over the entire complex 
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vd plane 


(a) (b) 
Fig. 5.3. The only angle-of-arrival contour with physical significance: (a) 
the 3-plane contour, and (b) the corresponding w(d/\) sin 3-plane contour. 


spectrum of angles. It was shown that the integral must be 
restricted to the 3-plane contour shown in Fig. 5.3a in order that 
it will always remain bounded. ‘This corresponds to the entire 
real axis in the complex r(d/\) sin @ plane (Fig. 5.36). By show- 
ing that the power in the visible and invisible portions of the 
pattern function corresponds, respectively, to the real and 
reactive power passing through the aperture, they arrived at the 
important conclusion that the visible portion of the pattern func- 
tion represents the total power radiated by the aperture, whereas 
the invisible portion represents energy stored about the aperture. 
When the reactive power becomes large relative to the radiated 
power, the antenna becomes a high-Q circuit element with an 

*P. M. Woodward and J. D. Lawson, The Theoretical Precision with 


Which an Arbitrary Radiation Pattern May Be Obtained from a Source of 
Finite Size, JTEE (London), pt. III, vol. 95, pp. 363-370, September, 1948. 
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attendant narrow bandwidth, high ohmic losses, and low con- 
struction tolerances. These are the physical limitations inherent 
to the synthesis of arbitrary pattern functions. 


5.2 Monopulse antenna-function criteria 


The monopulse postulates impose some fundamental limita- 
tions on the form that the pattern and aperture functions can 
take for simple sensing. These will be derived here. 

Two forms of comparison [Eq. (2.4)] of the received signals 
were admitted by the monopulse postulates. Both forms were 
expressed in terms of the multiplicative sensing ratio 


P (uw) 
P(—u) 





Pm(u) = 


It is this ratio that must be examined. 


Pattern functions 


The multiplicative sensing ratio, expressed in terms of the 
pattern amplitude and phase functions, is 


P(ujere™ 
Pm(U) — P( = u)eie—“) 


The sensing pattern function may be either amplitude P(u) or 
phase g(w). In either case the two nonsensing pattern functions 
must be identical so that they cancel in the ratio. A necessary 
and sufficient condition for pure amplitude or phase sensing, 
then, is that the nonsensing pattern function be an even function 
about the boresight axis, 1.e., for pure amplitude sensing 


o(u)= e(—u), (5.4a) 
and for pure phase sensing, 
P(u) = P(—u). (5.46) 


Aperture functions 


Conditions [Eq. (5.4)] on the nonsensing pattern function place 
certain restrictions on the form that the aperture functions can 
take. One general condition may be noted directly, namely, 
that the aperture functions corresponding to the mirror-image 
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pattern functions must themselves be mirror images. This is 
seen by a simple change of variables in the Fourier integral: 


O(—u) = ve Q(v)e—"" dv 
= [/, @(-n)e dv. 
Let the complex aperture function @(v) be represented by 
Q(v) = A(vje™, (5.5) 


Then the conditions for pure amplitude and phase sensing given 
by Eqs. (5.4a and b) are, respectively, 


he A(v) sin [a(v) + uo] dv eg A(v) sin [a(v) — wv] dv 


RE Sipe eee ae Oe ee ee REO 
[7 4@) os [a(v) + wo} dv * [* A(0) cos a(v) — wr] do 


and 


ee Alpjetieterre do | hes A(v)eila()—uel dy |, (5.60) 


Equation (5.6a) equates the tangents of g(uw) and g(—u). The 
problem now is to establish conditions on the amplitude A(v) and 
phase a(v) that satisfy these identities. 

Rather than to try to obtain general conditions on both A(v) 
and a(v), the problem can be simplified immensely by recognizing 
that in actual practice the aperture phase function a(v) is limited 
to a fairly specific form. In Sec. 3.2 it was pointed out that 
sensing is usually performed by squinting two ordinary beams at 
a small angle away from the boresight axis, or by displacing the 
phase centers of the two beams. Squinted beams are generated 
by a pair of waves traveling with constant phase velocity in 
opposite directions in the aperture; hence the aperture phase 
function is usually linear: 


a(v) = —Uv. (5.7) 


The slope of the phase function, denoted by — wz, is related to the 
squint angle 6, by 


t= rs sin 6, (5.8) 


through the phase velocity c/sin @,. Displaced phase centers, on 
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the other hand, are produced by a linear aperture phase function 
that is constant: 
a(v) = const. (5.9) 


Linear phase functions are generally recognized as being of funda- 
mental importance to radar-antenna design because they result 
in nearly maximum realizable gain from a given size of aperture.* 
Henceforth it will be assumed that the aperture phase functions 
are linear for amplitude sensing, and constant for phase sensing. 
General conditions on the amplitude functions will now be derived 
on the basis of this assumption. 

Consider first the case of pure amplitude sensing. With a 
linear phase function the condition [Eq. (5.6a)] on the pattern 
function is 


i A,(v) sin (u, — u)v dv . A,(v) sin (us + u)v dv 
ee a » (5.10) 
i A.(v) cos (u, — u)vdv * I, A,.(v) cos (us + u)v dv 


where A,(v) and A.(v) are the odd and even parts of A(v). It is 
evident by inspection that a sufficient condition satisfying this 
identity is either 

A,(v) = 0, (5.11a) 
or A.(v) = 0, (5.116) 


for any u,. It will now be argued that Eq. (5.11) is a neces- 
sary as well as a sufficient condition. Equation (5.10) requires 
that the ratio itself be an even function of u. This is satisfied if, 
and only if, (1) either the odd or the even parts of the two 
integrals vanish identically, which leads to the trivial case of 
A(v) = 0, or (2) the ratio is a constant, which leads to the sig- 
nificant case of 


f. A,(v) sin (u, — u)vdv —c¢ ii A,(v) cos (us — u)vdv = 0, (5.12) 


where cis the constant. If Eq. (5.12) is integrated over the inter- 
val —u’ <u< uw’, where w’ is arbitrary, we obtain a new 
identity in w’: 


i | iF A,(v) sin u,v cos uw dv 
—¢ i A.(v) cos u,v Cos ww dv | du = 0. 


u’ 


*S. Silver, ‘‘Microwave Antenna Theory and Design,’ McGraw-Hill 
Book Company, Inc., New York, 1949, p. 414. 
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Interchanging the order of integration reduces this to 


= / 
sin u’v 
dv 





I ' [A,(v) sin uv — cA-(v) cos u,0] 


SII 
& 


which can be satisfied for all w’ only if 

A,(v) sin uv — cA,(v) cos u,v = 0. 
If the identity [Eq. (5.12)] is first differentiated with respect to u 
and the preceding process repeated, we obtain 


A,(v) cos uv — cA,(v) sin uv = 0. 


= ll 


But the last two identities are mutually consistent only if c is 
either zero or infinite. If c is zero, then A,(v) must vanish 
identically, or if c is infinite, then A,.(v) must vanish identically. 
Therefore, it is concluded that a necessary and sufficient condition 
for amplitude sensing with linear aperture phase 1s that the aperture 
amplitude be either an even or an odd function about the center of 
the aperture. 

Consider next the case of pure phase sensing. With a constant 
aperture phase the condition [Eq. (5.6b)] for phase sensing 
becomes 


| [2 A@e™ de | | [2 Awe dv |. 

It is evident by inspection that this is satisfied by any amplitude 
A(v) since the two integrals are always complex conjugates of 
each other. Therefore, for phase sensing with a constant aperture 
phase the aperture amplitude may be any arbitrary function. A 
consequence of constant phase in the aperture is the fact that the 
pattern phase must be an odd function. Therefore the pattern 
function will always have an even amplitude and an odd phase 
about the boresight axis. 


5.3 Phase centers 


The concept of phase center of an antenna arises frequently in 
monopulse theory. The aperture-function criterion for pure 
amplitude sensing implies coincidence of phase centers, and the 
most practical case of pure phase sensing consists of interference 
between displaced phase centers. Therefore the conditions for 
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the existence of phase centers and determination of their location 
will be derived here. 

The phase pattern of many conventional antennas is essentially 
circular within the main beam. The center of this circle is 
defined as the phase center of the pattern. It is an actual geo- 
metrical point in space, fixed relative to the antenna structure. 
Since the two patterns of a single-plane monopulse antenna are 
mirror images about the boresight direction, the phase centers 
must be located symmetrically with respect to that reference 
axis. If the aperture is assumed to lie on the line through the 
phase centers at +7p- (Fig. 5.4a), then the location of the phase 
centers may be used to define the physical location of the aperture 
in space. This points up a fact that is frequently misunderstood, 
namely, that there is no unique aperture. Any surface about an 


A(v) 





(a) 


Fig. 5.4 (a) A monopulse antenna aperture with phase centers at +yYpc, 
and (b) an antenna aperture function (solid) and its image (dotted). 


antenna may be taken as the radiating aperture, provided that 
the tangential components of the actual fields over that surface 
are taken as the equivalent current distribution in that aperture. * 
In any practical system the equivalent current distribution does 
not vanish completely outside of the area taken as the aperture, 
although it is usually small. It is usually assumed, however, 
that it does vanish outside of the aperture, and since the non- 
vanishing portion of the amplitude function differs but little over 
planes parallel but close to the antenna, it is permissible to choose 
the aperture to lie in a plane through the phase centers. In 
general the phase centers in the azimuth plane appear at a differ- 
ent location than those in the elevation plane,t which means 
that the aperture so defined will lie in a different plane for 

*S. A. Schelkunoff, “Electromagnetic Waves,’’ D. Van Nostrand Co., 
New York, 1943, p. 158. 


+ D. Carter, Phase Centers of Microwave Antennas, JRE Trans. PGAP, 
vol, AP-4, pp. 597-600, October, 1956. 
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the azimuth patterns than for the elevation patterns. The 
advantage of defining the location of the aperture to lie in the 
plane of the phase centers lies in the simplicity of the resulting 
phase functions. If a phase center lies at +yy., then its phase 
function relative to the origin is simply 


2a ‘ 
fecha ee 
o(u) = £ > Yee Sin 6 (5.13) 


= FW py. 


Thus a phase center can exist in the aperture if, and only if, the 
pattern phase is linear. 

The existence and location of phase centers for amplitude 
sensing are obtained directly from the fact that the aperture 
function must be either an even or an odd function about the 
center of the aperture [Eq. (5.11)]. The complex pattern func- 
tion is then 


2 iE A,(v) cos (u — Uus)v dv 


P(u) = 1 : 

42 i A,(v) sin (u — u,)v dp, 

which is always either purely real or purely imaginary. Since the 
pattern phase is always constant, it is concluded from Eq. (5.13) 
that it always does have a phase center, and that the phase 
center is located at the origin, 1.e., v,» = 0. Its image, then, 
also has a phase center located at the origin, which confirms the 
assertion made earlier that phase centers must be coincident for 
amplitude sensing. 

The question of existence and location of phase centers in the 
case of phase sensing cannot be answered as directly because of 
the fact that both the odd and even parts of the aperture function 
are arbitrary. It will now be proved that for a constant phase 
in the aperture a necessary and sufficient condition for the exist- 
ence of a phase center at an arbitrary point in the aperture is 
that A(v) be an even function about that point. 

The aperture amplitude may vanish over a portion of the aper- 
ture itself, in general, in addition to vanishing everywhere outside 
of the aperture. Let the nonvanishing portion of the aperture 
amplitude be represented by an arbitrary function f(v — v4), 
where v,, is its geometrical center (Fig. 5.4b). The tangent of 
the pattern phase function is then 
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1 ; 

| ; A(v) sin uv dv 
1 

J ; A(v) cos uv dv 


1 —vge ‘ ° 
cos Ugc ra * f(x) sin ux dx + sin wvy- l 


tan g(u) = 


1 —vV¢ge 


f(x) cos ux dx 
1 — Vge . 1 — Vgc ° 

COS Wye f f(x) cos ux dx — sin uv,, I, fo(x) sin ux dx 

Again, f.(z) and f.(a) are the odd and even parts of f(x). After 


e 4 1 —v¢ge 
dividing the numerator and denominator by cos w,, I f(x) 


cos ux dx, the right-hand side will be recognized as the tangent 
of a sum of two angles; hence 


i oi f(x) sin ux dx 
ee cos ux dx 





g(u) = UW, + tan (5.14) 


It remains to determine the conditions under which this is a linear 
function of u. By inspection it is evident that a sufficient con- 
dition is that f.(x) vanish, the arc tangent then being zero. This 
will now be shown to be a necessary condition as well, in view of 
the fact that the other obviously sufficient condition, f.(7) = 0, 
leads to the trivial solution of a pattern amplitude function that 
vanishes on the boresight. Fora linear (wu) the arc tangent itself 
must be linear; i.e., of the form 


I ae fo(x) sin ux dx 


Be 
i fe(x) cos ux dx 


ua + 0b, 


é ||| 


where a and b are constants to be determined. Hypothesize that 
neither f,() nor f.(x) vanish identically. Then b must be zero 
since the arc tangent is an odd function of u. Ifa + 0, then the 
identity must hold for u = nr/a,n = 1, 2,3, . . . , which would 
require that the numerator vanish for all integral values of n. 
But this would require that f.(2) vanishes identically since it 
cannot be orthogonal to all of the functions sin nrz/a, in con- 
tradiction to the hypothesis. Similarly for f.(x) if we choose 
u= (n+ 4)r/a, n = 1, 2, 3,.... If, on the other hand, 
a = QO, then the identity requires that the numerator, and hence 
f.(x), must vanish, again in contradiction to the hypothesis. 
Therefore it is concluded that the hypothesis is false; either f,(x) 
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or f.(x) must vanish identically. Since f.(z) = 0 is trivial, the 
only significant condition for existence of a phase center is that 
the aperture amplitude be an even function about its geometrical 
center. Then the arc tangent is zero, from which it is concluded 
that the phase center is located at the geometrical center. 


5.4 Angled-boresight monopulse 


The entire theory of monopulse has been developed under the 
implicit assumption that the boresight les in the direction 
broadside to the plane of the aperture. It will be shown in this 
section that the theory is much more general and that, in fact, 
it applies to any arbitrary direction of the boresight. The key 
to the generalization lies in the choice of the generalized pattern 


P( —utu,) P(u-u,) 





Fig. 5.5 Antenna patterns for angled-boresight monopulse operation. 


coordinate u rather than in the angle of arrival itself as the inde- 
pendent variable. When expressed as a function of u, the pattern 
may be translated without distortion to any position on the 
u axis simply by an additional linear phase shift of the aperture 
function. ‘This is illustrated in Fig. 5.5 for a uniform aperture 
amplitude. When the original pattern @(u) is translated along 
the u axis by the generalized boresight angle w, related to the 
physical boresight angle 6 by 


UW = 7 : sin 6, (5.15) 


it becomes 
o(u— rw) = [, Alpetettevoe dy 
obtained physically by shifting the phase of the original aperture 


function linearly by wv. If the original pattern is squinted away 
from the boresight direction by u, (Fig. 5.5), then the translated 


Google - 


MONOPULSE ANTENNA PRINCIPLES 89 


pattern will be squinted away from the angled-boresight direc- 
tion uw by an amount u,. By translating both pattern functions 
from the broadside direction u = 0 to the angled-boresight 
direction wu = uw, all of the monopulse relationships will be pre- 
served without distortion as a function of u about the angled- 
boresight axis, provided that the multiplicative sensing ratio is 
redefined to be 

& (u = Up) 
O(—u + Us) 


This reduces to the usual definition [Eq. (2.4a)] when 4 = 0. 

It must be clearly understood that the pattern functions, and 
hence the resulting monopulse relationships, remain undistorted 
only because they are expressed as functions of the generalized 
pattern coordinate. When expressed directly as functions of 
angle of arrival @ this is no longer true; e.g., the patterns will not 
be mirror images about the angled-boresight axis. Symmetry 
about the boresight, the property that led to the adoption of the 
last two postulates of monopulse, is maintained only when the 
patterns are expressed as functions of uw. 


(5.16) 


T(t) = 


5.5 Coupling between feeds 


It has been tacitly assumed throughout that the signals induced 
in a monopulse antenna are independent of each other. In 
actual fact, however, the received signals are interdependent 
because of mutual coupling between feeds. A portion of the 
incident power received by any one feed is reradiated (e.g., half 
of the power received by a matched antenna is reradiated), 
part of which is coupled into each of the other feeds. The ques- 
tion then arises as to the effect of mutual coupling on the opera- 
tion of a monopulse system. It will be shown here that the sole 
effect is to reduce the sum-and-difference sensing function by a 
constant factor, provided that the coupling is symmetrical. 

In the simplest case, that of single-plane sensing, the coupled 
voltages induced in the two feeds are a linear combination of the 
two uncoupled voltages P4(u) and Ps(u) (the argument will be 
restricted to pure amplitude sensing for the moment, but the 
results can be seen to apply equally well to pure phase sensing) : 


Pa(u) = Pa(u) + kPa(u), 


and Pz(u) = kPa4(u) + Pau). OEE) 
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The coupling coefficient & is a constant (complex, in general) 
since it represents coupling between two elements fixed relative 
to each other. The ratio of the difference to the sum of the 
coupled voltage patterns is then 


A-(u) _ (1 — k)[Pa(u) — Pa(u)] 
Z(u) (1+ k)[Pa(u) + Pal(u)] 
_ b= k Au) 
Te eR SG (5.18) 
i.e., the effect of mutual coupling is to multiply the sum-and- 
difference sensing function by a complex constant. 
The effect of mutual coupling on dual-plane sensing is the same, 
as seen by a direct extension of the single-plane argument. The 





Fig. 5.6 Mutual coupling between symmetrical feeds. 


coupled voltages induced in four symmetrical feed elements 
(Fig. 5.6) are 


Pa(u) = Pa(u) + kaPa(u) + kaPec(u) + kePo(u), 
Pp(u) = kaPa(u) + Pa(u) + kePc(u) + kaPo(u), 
Pou) = kaPa(u) + kePa(u) + Pec(u) + kuPo(u), 
Pp(u) = kePa(u) + keaPs(u) + kuPe(u) + Pou). 


Geometrical symmetry reduced the six coupling coefficients to 
three. From these four equations the azimuth and elevation 
sensing functions are obtained: 


Aaz.(U) on l = i 2 + ke oe Kec A,,(u) 

Deu) Lt ky thea + hee Zu)’ 

A.),(u) = 1 + Ks. zy Ke — Kee Aa(u) cane) 
2. (u) = 1 5s Kas | key 5 Kee z(u) 











Again the effect of mutual coupling is to reduce the sum-and- 
difference sensing functions by a constant factor. 

If the coupling coefficients are real, the effect of mutual 
coupling is equivalent to attenuating the difference signals. This 
has been found, in Sec. 2.3, to result in an extension of angular 
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range (if not balanced by an equal attenuation of the sum signal) 
and loss of sensitivity. In the limit as the coupling coefficients 
approach unity the sensitivity falls to zero. At the other limit, 
as the coupling coefficients approach zero, the sensing func- 
tions reduce to their uncoupled form assumed throughout this 
monograph. 
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system characteristics 


F THE THREE Classes of monopulse, class I is unique in a num- 

ber of respects. One of its most important characteristics, 

and the one that led originally to its choice as class I, is the 
stability of its boresight indication independently of amplifier 
characteristics. In addition it is inherently adaptable to duplex- 
ing and mechanical scanning, and in the important caseof dual- 
plane operation it permits use of the full antenna aperture in both 
planes. Finally, it is readily subject to analysis; many of its 
essential properties can be derived simply and directly. There- 
fore this concluding chapter will be devoted to a detailed analysis 
of some of the basic system characteristics of class I monopulse. 


6.1 Linearized angle output 


In angle-scanning monopulse applications the objective usually 
is to obtain an angle output that is a linear function of the angle 
of arrival (or of its sine whenever linear displacement rather than 
angle is wanted). In principle, any arbitrary angle-output func- 
tion whatsoever, provided that its slope is always of one sign, 
may be linearized by shaping it with an appropriate nonlinear 
circuit.* In practice, however, this may not be the most efficient 
use of the power received. Therefore methods have been devised 
for shaping the angle output by controlling the antenna pattern 


*G. M. Kirkpatrick, Extended-range Phase Comparator, U.S. Pat. 
2,751,555, filed Oct. 3, 1951, issued June 19, 1956. 
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directly. It is a simple matter to determine pattern functions 
that will produce a linear angle output for any of the three classes, 
but the problem of synthesizing the aperture distribution required 
to produce those pattern functions is generally not solved as 
easily. An exception is the case of class I monopulse illustrated 
in Fig. 3.12. In this particular case a sufficient condition on the 
aperture distribution for linear angle output can be derived by a 
method used by Kerr and Murdock on a similar mathematical 
problem.* The Kerr-Murdock condition for linear angle output 
will now be derived. 

For a linear angle-output function in the particular case where 
F(r) = ra(u), the pattern function must satisfy the real part of 
the identity 

P(u) — P(—u) 


P(u) F O(=u) « 8 oo 


where § is a constant, complex in general. This, in turn, places 
certain restrictions on the aperture function. By making the 
angle output proportional to wu, the sine of the angle of arrival 
rather than the angle of arrival itself, a major simplification of 
the analysis is effected which may be justified on two counts. 
Firstly, if the beamwidth is of the order of 12° or less, as it is in 
most microwave applications, then sin 6 = 6, 1.e., uw is approxi- 
mately proportional to the angle of arrival itself. Secondly, in 
some applications it is the linear displacement, rather than the 
angular direction, of the source relative to the boresight axis that 
is to be obtained, which is proportional to the sine of the angle 
rather than to the angle itself. 

The difference and the sum of the complex pattern functions, 
when expressed as Fourier integrals of the aperture functions, are 


P(u) — P(—uU) = 72 E @,(v) sin uv dv, 
and P(u) + P(—Uu) = 2 he @.(v) cos uv dv, 


where @,(v) and @,(v) are the odd and even parts of the complex 
aperture function. By integrating the sum by parts, 
] 


. 1 
| @.(v) cos uv dv = @,(1) Saree ee I @/(v) sin uv do, 
0 u U JO 


* J. S. Kerr and W. L. Murdock, Relations between the Far Field and 
the Illumination of Antenna Apertures, General Electric Co. Report no. 
51-E-234, Appendix B, Nov. 1, 1951. 
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Eq. (6.1) can be written 
i; [7@.(v) + SQ@2(v)] sin uv dv = §@.(1) sin wu. 


A sufficient set of conditions satisfying this identity is that 
jGo(v) + Sai(v) = 0, (6.2a) 
and @.(1) = 0. (6.26) 


If the angle output were required to be linear for all uw, then it 
could be argued, as Kerr and Murdock did, that these are neces- 
sary as well as sufficient conditions on Q@(v). Since we are 
justified in insisting only that it be linear over the visible region 
of u, however, these conditions cannot be considered as being 
necessary. 

Equation (6.2) represents a completely general set of conditions 
on the complex aperture function. It is one of the few results 
that apply to the general as well as the special theory of mono- 
pulse. In the case of the special theory, however, these condi- 
tions reduce to a more specific form. Consider first pure ampli- 
tude sensing. If we make the usual assumption that the aperture 
function is linear, then, from Sec. 5.2, the amplitude function 
must be either even or odd. For the most common case, that of 
an even amplitude function, the complex aperture function is 


Q(v) = A-(v)e™*, 
whose odd and even parts are 


@.(v) = —7A-.(v) sin u,v, 
and Q.(v) = A.(v) COS Usd. 


Then Eq. (6.2a) becomes 


A'(v) + = tan dad) =D. 


where S is the real part of §, and hence is the boresight sensitivity. 
This is an ordinary first-order linear differential equation for 
A.(v). It may be solved by direct integration, the solution being 


A,(v) — A.(0)(cos U,V) Sus) /Sua, 


Condition Eq. (6.2b) on the end points limits u, to discrete values 
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satisfying 
cos u, = 0, 


us = (2n + 1) > n=0,1,2,.... 


Obviously not all of these values can lie within the realm of 
physically observable angles since all but the first few lie outside 
of the visible region. As an upper bound we know surely that 
the squint angle will not exceed the beamwidth © of either of the 
pattern functions; hence 


U, <7 : sin ©. 


Since the sine of the half-power beamwidth for a tapered ampli- 
tude function is roughly 1.2\/d, then 


Us S L2n, 


which is less than its second-lowest possible value. Therefore 
it is concluded that u, is limited to its lowest value 


) (6.3) 


Us = 


bo! A 


for all practical purposes. ‘The aperture function for linear angle 
output then reduces to | 








T 
aU 


A,.(v) = A,(0) (co: 5 


L—(/2)8 
(x/2)S . (6.4) 


One further point to note pertaining to the condition on the end 
points is that it does not permit the exponent to become negative. 
Then this limits S to the interval 


0O<S< 


Alb 


(6.5) 


Physically this represents a limit on the sensitivity available 
from a linear angle-output function. Maximum sensitivity, 
S = 2/x, is obtained from a uniform amplitude distribution. 
Since maximum gain is also realized from a uniform amplitude, 
this may be considered to be an optimum distribution. Half 
of the maximum sensitivity, S = 1/z, is obtained from a cosine 
distribution. As the sensitivity, and hence S, drops to zero, the 
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exponent soars to infinity, resulting in a 6-function type of 
amplitude distribution at the center of the aperture. 

Although the even amplitude function most nearly resembles 
the type of aperture distributions used in practice, the odd ampli- 
tude function is also admissible in theory. In this case the com- 
plex aperture function is 


Q(v) = A,(v)e—™. 


Here the squint angle u, represents the angle at which the pattern 
null, rather than its peak, is squinted away from the boresight. 
From condition Eq. (6.2a) the aperture amplitude will be found 
to be 

A,(v) = c(sin u,v) -Su9/Sus, 


and from condition Eq. (6.2b) the squint angle is limited to the 
values 
Us = NT, n=0,1,2,.... 


Returning to the conditions for linear angle output (Eq. 6.2), 
consider next pure phase sensing. Here we make the usual 
assumption that the aperture phase is constant across the aper- 
ture. Then the aperture function is real and, as was shown in 
Sec. 5.2, is completely arbitrary. Therefore the Kerr-Murdock 
conditions admit any in-phase aperture amplitude, whose even 
part vanishes at the ends of the aperture and whose odd part is 
related to the even part by 


A,(v) = —S,;A,(v), (6.6) 


where S; is the imaginary part of S. 

The Kerr-Murdock conditions admit a much wider choice of 
aperture functions for phase sensing than for amplitude sensing. 
Amplitude sensing is limited to some power of a half-cycle cosine 
(or sine) distribution, whereas phase sensing admits any arbitrary 
function, whose even and odd parts are related by Eq. (6.6) and 
whose even part vanishes at the ends of the aperture. This will 
be demonstrated by an example in Sec. 6.5. 


6.2 Boresight characteristics 


Perhaps the most important property of class I monopulse is 
the accuracy and stability with which its boresight indication 
can be maintained. This is of paramount importance in any 
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boresighting application, and in angle-scanning applications it is 
of importance in establishing an accurate and stable reference 
direction. In order to arrive at an analytical representation of 
the boresight characteristics it is recognized, firstly, that both 
amplitude and phase errors in the system will affect the boresight 
indication, and secondly that the over-all system errors can be 
divided into those appearing before, and those after, the point in 
the system at which the sum-and-difference signals are formed. 
Those before the formation of the sum and difference can be 
represented by an attenuation a, and phase shift 6; of one 
received signal relative to the other, and those after by a2 and Bz. 
The net effect is to change the additive ratio to 


Tm(u)ewtiB ay l 


ett a em (artiBe). (6.7) 


r.(u) = 
The boresight direction is always indicated by a null in the 
angle output, 1.e., Re ¥ = O, and sensitivity in the boresight direc- 


ee 0d Re & 
tion is represented by the slope of the angle output, —— 
u=0 


These two parameters describe the important characteristics of 
the boresight; hence these are the parameters that must be 
examined in order to determine the effects of errors in the system. 
The particular system treated will again be the one illustrated in 
Sec. 3.5. 

For pure amplitude sensing the angle-output function is the 
real part of 7,(u) [Eq. (6.7)], where rn(u) = p(u). The boresight 
direction will then be found to occur at the value of u for which 


p(u) = (~/1 + sin? B; tan? B. — sin B; tan Bo)e-™. (6.8) 


Now if the relative attenuation and phase shift in the angle sensor 
is calibrated out, 1.e., a; and 8, are reduced to zero, Eq. (6.8) 
reduces to p(w) = 1. Hence the indicated boresight direction 
remains fixed at u = 0, independently of attenuation or phase shift 
in the angle detector. 

For pure phase sensing the angle-output function is the real 
part of —jra(u), where 7r,,(u) = e’*™, The boresight direction 
will be found here to occur at the value of u for which 


@(u) = —B; + sin“! (sinh a; tan f;). (6.9) 


If the relative attenuation and phase shift in the angle sensor is 
again calibrated out, this reduces to ¢(u) = 0. Again the indi- 
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cated boresight direction remains fixed at uw = 0, independently 
of attenuation or phase shift in the angle detector. 

Now that it has been established that the boresight indicated 
by a class I monopulse system is inherently stable, regardless of 
dynamic stability of the amplifiers, the next and final question is 
that of boresight sensitivity. For pure amplitude sensing the 
boresight sensitivity may be written 

















aReF| _ dReS Op 
Ou u=0 Op p=l1 Ou 2g. 
and for pure phase sensing 
aReF| _aReF| a6) | 
dU |u=0 OP |¢=0 OU \u=0 











Upon differentiation of the angle-output function it will be seen 
that 


0 Res 
dp 


_ dReF 
p=1 Od 
_ cos B2 + cosh a; cos B; Cos 82 — sinh a; sin 8B, sin B» j 


(cosh a; + cos B;)’ 











¢=0 


—ae 
. 





When the angle-sensor errors are calibrated out (a1: = 8; = 0), 
this reduces to 14e-* cos B2; hence the boresight sensitivity for 
amplitude sensing is 








: = 2 = lop’ (O)e-™ cos Ba, (6.10) 
Uu u=0 
and for phase sensing 
: As S| = 139’ (O)e—™ cos Be. (6.11) 
du Leh 


Therefore, with either type of sensing the boresight sensitivity 
varies exponentially with the amplitude unbalance, and cosinus- 
oidally with the phase unbalance, between channels. If the phase 
unbalance exceeds 90°, there is not only a loss of sensitivity but a 
disastrous reversal of sense. 


6.3 Optimum squint angle 


An important parameter in amplitude sensing is the angle at 
which the patterns are squinted away from the boresight axis. 
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Squint angle is related directly to phase velocity in the aperture, 
and this, together with the amplitude distribution, determines the 
sensing function. Since squint angle is a parameter within the 
control of the antenna designer, it may be chosen in such a way 
as to optimize some desired characteristic of the system. In 
particular, the optimum value is usually chosen either for best 
linearity of the angle output, or for maximum sensitivity on the 
boresight, for a given aperture amplitude function. The opti- 
mum squint angle may be that which minimizes the mean squared 
error between the linear angle-output function desired and the 
actual angle-output function obtained, for example. But if, in 
addition to squint angle, the aperture amplitude function can be 
chosen freely, too, then an exactly linear angle output may be 
obtained. This is a consequence of the Kerr-Murdock condi- 
tions, where it was found that an exactly linear angle-output 
function could be obtained from an aperture amplitude that was 
any positive power of a half-cycle cosine and with a squint angle 
of u, = 7/2. In one sense this squint angle is an optimum; it Is 
the one that admits an exactly linear angle output. 

The problem of maximizing sensitivity is not as clear-cut as 
the problem of optimum linearity. In fact, it is generally not 
even possible to find a squint angle that maximizes boresight 
sensitivity for a given aperture amplitude. That this is so may 
be seen directly from the following two limiting cases. Sensitiv- 
ity on the boresight 1s 














0d Res 4G) 
Ou u=0 = =(0) 
The squint angle for maximum sensitivity should then be a solu- 
tion of 
0 Boa =H 
du, | =(0) 


In the case of a uniform amplitude distribution, 2(0) and A’(0) 
as functions of squint angle are shown in Fig. 6.la. As the squint 
angle wu, increases, A’(0) increases but (0) decreases at a greater 
rate. Their ratio, shown dotted, is a monotonically increasing 
function and hence has no maximum within the main beam. A 
similar situation exists in the case of a half-cycle cosine distribu- 
tion (Fig. 6.16). Since most aperture amplitude functions 
encountered in practice fall somewhere between these two limit- 
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ing distributions, it is evident that no squint angle exists that 
can maximize sensitivity within the main beam. 

Another criterion for determining squint angle might be to 
maximize the slope of the difference signal alone. For both the 
uniform and cosine aperture distributions it is seen that such 
maxima do exist. There is virtue in such a choice in view of the 
fact that the difference null must inevitably be lost in noise; 
hence by maximizing slope its position may be interpolated with 
maximum accuracy. In radar applications, however, it may be 
that maximizing slope alone is not the proper criterion, since the 





Fig. 6.1 Functions of squint angle that relate to boresight sensitivity for 
(a) a uniform amplitude distribution, and (b) a cosine amplitude distribution. 


strength of the difference signal, and hence of its slope, is propor- 
tional also to the strength of the exciting sum signal. This sug- 
gests that the optimum squint angle be taken as that which maxi- 
mizes the product of the exciting sum signal with the slope of the 
difference signal: 


0 ; 5 
3, 0)A'O)] = 0. 


The slope-sum products computed for the uniform and the cosine 
distributions are shown as a function of squint angle in Fig. 
6.1. Their maxima occur at u, = 1.30 and 1.75 for the uniform 
and cosine distributions, respectively. With these squint angles 
the two patterns then cross over at a level 2.6 and 2.7 db down 
from their maxima. Although the squint angles themselves are 
quite different for these two limiting cases, the relative level at 
which crossover occurs remains close to 3 db, the half-power 
points. In view of the stationary character of the slope-sum 
product, it is concluded that the optimum squint angle for mazi- 
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mum slope-sum product 1s approximately half of the half-power 
beamwidth. ! 


6.4 Optimum interferometer spacing 


Phase sensing is frequently performed by interference between 
separated phase centers. Here the important parameter within 
the control of the antenna designer is spacing of the phase centers, 
which should be chosen in such a way as to optimize the most 
significant characteristic of the system. In angle-scanning appli- 
cations the most important characteristic is usually linearity of 
the angle output, but a linear angle output is impossible to attain 
by spaced phase centers. This is evident from the fact that the 
angle output with spaced phase centers is always restricted to the 
form tan [¢(u)/2], where ¢(u) = (2s/d)u [Eq. (3.1)]; hence it 
will always be a tangential, rather than a linear, function of angle 
of arrival. ‘Therefore, there is no truly optimum spacing of 
phase centers for best linearity of angle output, although the 
tangent, and hence the angle output, over any given angular 
range does approach linearity as the spacing, and unfortunately 
the sensitivity, too, goes to zero. 

Although there is no optimum spacing for linearizing the angle 
output, there does exist an optimum spacing for maximizing the 
boresight sensitivity. The difference signal in the boresight 
direction passes through a null just as in the case of amplitude 
sensing. The position of the boresight null will be obscured by 
noise in both cases and can be located only by interpolation of 
the difference function on either side of the null. Again the 
accuracy of interpolation is proportional both to the slope of the 
received difference function and to the strength of the transmitted 
sum signal. Hence the optimum interferometer spacing is again 
that which maximizes the slope-sum product. 

The sum signal is at its maximum on the boresight, since the 
fields radiated by the entire aperture add in-phase in that direc- 
tion. In Sec. 5.3 it was shown that the aperture amplitudes 
must be even functions about their geometrical centers, which are 
the phase centers of the interferometer. With the phase centers 
spaced a distance s (Fig. 6.2) the excited portion of the aperture is 
2(d — s). Since the sum-power density (square of the sum- 
pattern voltage) in the boresight direction is inversely propor- 
tional to beamwidth, which in turn is proportional to \/2(d — s) 
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pg = SI 

d 
Fig. 6.2 An interferometer with phase centers separated by a distance s. 
for electrically large antennas, we have 


d—s 


=7(0) = c X 





) 


where ¢ is the proportionality constant. The difference signal 
received is 


A(u) = Z(u) tan oe), 


hence its slope on the boresight is 


0A | 


OU umd 


(0) ¢’(0) 


Qo bl 


=(0). 


The slope-sum product is then 


d—s 
r 





(0) A’(0) = es 


Its maximum with respect to s is seen to occur when 


d 


De ae 


(6.12) 


Therefore, the optimum interferometer spacing for maximum 
slope-sum product is half of the aperture length. 
6.5 System characteristics 


In principle it is possible to achieve a wide variety of pattern 
functions, and hence angle-output functions, for either amplitude 
or phase sensing. All but a few standard forms involve relatively 
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elaborate sensing techniques to realize, however, and as a result 
most practical angle sensors have been restricted to simple varia- 
tions of these standard forms. Amplitude-sensing antennas 
usually have beams that are squinted by offsetting primary feeds 
from the focal point of a focusing aperture, while phase-sensing 
antennas usually have symmetrical beams with separated phase 
centers. In view of the rather limited choice of angle-output 
functions available from these most common sensing techniques, 
it may be of interest to examine and compare their characteristics. 

It has already been shown that the phase function for separated 
phase centers is proportional to the pattern coordinate u. Since 
the beamwidth of most microwave antennas is small, the phase 


et 5 = Ue 1-\Re ¥ 








(cosFuy 


(a) (6) 
Fig. 6.3 Angle-output functions for a class 1 monopulse system with (a) 
amplitude sensing, and (b) phase sensing. 


function is approximately proportional also to the angle of arrival 
6. The amplitude function p(w) characterizing a pair of squinted 
beams, on the other hand, is not so restricted. It is usually 
produced by an aperture amplitude that has its maximum at the 
center and that tapers off gradually toward the ends of the 
aperture, the function lying somewhere between a constant and a 
half-cycle cosine. Therefore these two aperture amplitude 
functions may be considered as limiting forms of those of many 
practical types of amplitude-sensing antennas. 

The angle-output functions for the two limiting forms of aper- 
ture amplitude are shown in Fig. 6.3a, where the squint angle in 
each case is its optimum value of half of the beamwidth. It is 
remarkable to note that both of the limiting distributions produce 
a nearly linear angle output even though the squint angle was 
chosen for maximum slope-sum product, 1.e., for maximum 
sensitivity rather than best linearity. Since the two distributions 
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produce angle-output functions of opposite curvature, it may be 
inferred that the distribution for best linearity lies somewhere 
in between. In actual fact, the Kerr-Murdock distribution 
(uw, = 2/2) for exact linearity does lie in between (shown dotted). 
It can be shown to be [cos (2/2)v]°-** for pattern crossover at half- 
power. It has the distinction of being the one and only function 
that produces an exactly linear angle-output function and that 
maximizes the slope-sum product. 

The interferometer angle-output function for optimum spacing 
between phase centers [Eq. (6.12)] is just 


Re ¥ = tan 5 (6.13) 


shown in Fig. 6.3b (solid). It is independent of the choice of 
aperture amplitude, requiring only that the aperture function be 
in-phase. Because of this independence from shape of the aper- 
ture amplitude function there is no control of the angle output. 
A wide range of control becomes available, however, if we admit 
the general case of phase sensing developed in Sec. 5.2, without 
being limited solely to interference between phase centers. 
Although theoretically superior to the displaced-phase-center 
interferometer in the control available, it may present some 
difficult practical problems to achieve aperture functions with the 
properties of coincident phase centers, uniform phase distribu- 
tions, and mirror-image amplitude distributions. One example of 
general phase sensing has already been encountered in the inter- 
pretation of the Kerr-Murdock distribution. Equation (6.6) 
states the relationship that must exist between the odd and even 
parts of the aperture amplitude for pure phase sensing. Any 
in-phase aperture distribution satisfying this relationship and 
vanishing at the ends of the aperture will result in the linear angle 
output function 
Res = S,u, 


where S; is an arbitrary sensitivity factor. As an example of a 
specific aperture amplitude that will give linear angle output for 
phase sensing, choose the even part of the aperture amplitude to 
be the half-cycle cosine: 


A,.(v) = cos 3 v. 


CLASS I SYSTEM CHARACTERISTICS 105 


This satisfies the condition that it vanish at the ends of the aper- 
ture, v= +1. If this alone were the aperture amplitude, the 
angle output would be identically zero, since the two pattern 
functions would be equal in both amplitude and phase, and hence 
incapable of sensing. However, if we add to this even part an 
odd part given by Eq. (6.6), the total aperture amplitude function 
will become asymmetrical and hence will produce an asym- 
metrical phase pattern capable of phase sensing. The amount of 


A( —v) A(v) 





Fig. 6.4 In-phase asymmetrical aperture functions for phase sensing. 


asymmetry introduced is proportional to the size S; of the odd 
part added. The total aperture amplitude will then be the sum 
of the even and odd parts: 


A(v) = cos . v+ 8:5 sin 5 v. (6.14) 
The aperture functions A(v) and A(—v) are illustrated in Fig. 
6.4 for the specific case of S; = 14 (chosen equal to the boresight 
sensitivity of the displaced-phase-center interferometer). Its 
angle-output function is shown in Fig. 6.36 (dotted) for compari- 
son with that of the displaced-phase-center interferometer. 
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Appendix: Form of the 
angle-detection function 


HE ONLY conditions restricting the form that the angle-detec- 

tion function §(7) may take are those imposed on its real part 
by the third postulate of monopulse (Sec. 2.1) and by the usual 
physical requirement of continuity on the function and its deriva- 
tives.* In the case of additive sensing, r = ra, these two con- 
ditions are satisfied by any arbitrary analytic function whose real 
part is odd because r, itself is an odd function of u. In the case 
of multiplicative sensing, 7 = rm, the form of ¥(r) is not so simple. 
In its most general form it may be expressed as a Taylor series 


oo 


F(r.) = > sath (Te = L)* (A.1) 


n=0 


the expansion being taken about the identity element, r,, = 1, 
since this is the one point common to all possible 7,,-plane con- 
tours. Therefore the most general form of the angle-output 
function from a monopulse system will be obtained from Eq. 
(A.1) after the values of the coefficients $ (1) allowed by the 
third postulate and the condition of continuity have been deter- 
mined. Determination of these coefficients constitutes the 
remainder of this Appendix. 

The imaginary part of the coefficients 5‘”(1) is completely 
arbitrary, but the real part is governed by the third postulate: 


* The continuity condition was pointed out by Dr. Daniel Orloff at the 
Cornell Aeronautical Laboratory. 
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Regie, = <Res ( : ) (A.2) 


rm 


Then for (7m) analytic, Eq. (A.2) and all of its derivatives must 
be satisfied at r, = 1: 


oR ER) = - f.Res (7) == Oo ND arae% % 
r=1 


dr” dr” 





r=] 


Since the derivative of the real part of a function of a complex 
variable is simply the real part of the derivative of that function, 
this can be rewritten 





. d"F(r) Eas d"$(1/r) 


dr” r=1 dr” r=1 ? 0, L; 2, * 2 2 8 





For the function itself, i.e., n = 0, we have 
Re §(1) = 0. 
For n > 0 the right-hand side must first be reduced to a form 


involving derivatives with respect to 1/r. The first few deriva- 
tives are 








1 
2g (4) 
Tr aL ge @ 42% gm () 
r4 r r? 


r 





These are all of the form 


dng (*) n 
Lee frm gin—mti) (1). 
dr” r2n—m+1 r 


m=1 
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Differentiating once again, we get 


qdtig (2) * 1 
r Cn,m n—m+2 
pl =~ > pBsae— (') 


-> (2n — m + 1)Cn.m 5 (—mt1) (*) 
pp kn—m+2— r 


5 aime + (Qn — m+ Venn L)en.m &(n—m+1) (2) (A.3) 





m=0 
where the two sums were combined by defining 
Cam = 0 form = Qorm> n. (A.4) 
Also for the (n + 1)th derivative, 


drtig (*) es 
ae od » Cn+1,m+1 F (n—m+1) (*) (A.5) 
r 


drt} p2n—m+2 
m=0 
Equating coefficients of like functions of r in Eqs. (A.3) and (A.5) 


we obtain a recursion formula for the c,,’s: 
Cin = Hsin — Cre — mMtkcinnd (A.6) 


Each ¢p,m is obtained from those preceding it. The first few are 
shown in the table below: 


m 


. l 2 3 
l =] 0 0 
2 +1 +2 0 
3 = =6 =) 
+ 1) FIZ +36 
5 =) prea = 220 
6 


+1 | +30 | +300 +1800 | +720 





We can now match the real parts of the derivatives at r = 1: 


Re #™(1) = — > Cum Re Fe—m+0)(1), 


m= 1 
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since Cn, m is real. Combining the two nth derivative terms, and 
noting from the recursion relationship for Cy, that 


Cn,1 = (= 1)F; 
this reduces to 


n 


(1 + (—1)"] Res(1) = — , Cam Re F"—™+Y(1). (A.7) 


m=2 


Now when n is odd, the left-hand side vanishes for any value of 
Re §™(1). Thus ReS™(1) is arbitrary for odd n. For even 
values of n this reduces to 


nm 


ReF™(1) = 14 ) enmReFo—™tH(1); (AB) 


m=2 


i.e., Re 5 (1) for even n is determined by the choice of all of its 
preceding values for odd n. 

An important example of an angle-detection function is the 
logarithmic function of a real ratio. The logarithmic function 
derives its importance in practice from the fact that the normali- 
zation ratio can be formed simply by differencing the output of 
two logarithmic amplifiers. Its Taylor series expansion about 
the boresight direction r,, = 1 is 


log te = fa — 1) — 4a — 1)? + 4a = 1) 
= VUYins = Deb 2 +e 


To see that this is an admissible function one may choose the 
coefficients of the odd powers, which were found from Eq. (A.7) 
to be arbitrary, to be just those in the Taylor series expansion. 
Then the even coefficients obtained from Eq. (A.8) using these 
values of the odd coefficients will be exactly those shown. If any 
one or more of the set of values chosen for the odd coefficients are 
changed from those of the logarithmic function, however, all of 
the even coefficients for higher powers will be changed; the result- 
ing series will still represent an admissible function but will be 
different from the logarithmic function. Thus it is evident that 
there is an infinite number of angle-detection functions admis- 
sible, one for each choice of the set of odd coefficients. 

Summarizing, the angle-detection function for additive sensing 
may be any odd analytic function, while for multiplicative sensing 
it may be constructed of any arbitrary set of values of Re & (1) 
for odd n, and of Im ¥™ (1) for all n. 
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Symbols 


All script capitals represent complex functions or numbers. 


A(v) = aperture amplitude 

a(v) = aperture phase 

Q(v) = A(v)eia 

= aperture function 

= Insertion attenuation 

= insertion phase shift 

= aperture length 

= angle-detection function 

Re ¥ = angle-output function 
\ = wavelength 

P(u) = pattern amplitude 

y(u) = pattern phase 


A ADWR 





P(u) & P(ujere™ 
= pattern function 
o(u) = y(u) — o(—w) 
= phase-sensing function 
a Plu) 
p(u) = P(—u) 
= amplitude-sensing function 
6(u) 
A(u) = tan 9 
= (u) p(u) — 1 
p(u) + 1 


= sum-and-difference—sensing function 
r(u) = angle-sensing ratio 
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SYMBOLS 


P(u) 
P(—u) 
multiplicative angle-sensing ratio 
Tm(u) — 1 
Tm(u) +1 
additive angle-sensing ratio 
spacing between phase centers 
angle of arrival 
boresight angle 
squint angle 





r< sin 8 


generalized angle of arrival 


T : sin 0, 
generalized boresight angle 


ai. 
7) sin 6. 


generalized squint angle 


2 

4 Y 

generalized aperture coordinate 
aperture coordinate 


means ‘‘equal by definition ”’ 
means ‘“‘identically equal in w«”’ 
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A-scope, 18 
Additive sensing functions, 29 
Additive sensing ratio, 22 
AGC, delayed, 61 
in phase-comparison radar, 15 
slow, 61 
Amplitude comparison, 3, 15-17 
Amplitude patterns, 25 
Amplitude ratio, definition of, 28 
example of, 36-37 
in monopulse radar system, 15-17 
Amplitude sensing, conditions for, 
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dual-plane, 70 
in special theory, 27-30 
Analytic function, 25, 106: 
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generalized, 78 
instantaneous, 5, 9 
invisible, 24, 36, 79 
visible, 23-24, 36 
Angle detection, dual-plane, 75 
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kinds of, 33 
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Angle-detection function, continuity 
condition for, 26, 106 
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examples of, 37-40 
form of, 26—27, 106-109 
formation of, 52-53 
logarithmic, 109 
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range of, 53 
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dynamic stability of, 33-34 
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function of, 44 
normalization in, 51 
typical circuits for, 49-51 
Angle noise, 10-12 
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tude and phase sensing, 103 
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boresight of, slope on, 65 
symmetry about, 21, 89 
for class I linearization, 93 
continuity condition on, 26 
control by antenna of, 77 
definition of, 22—23 
for electronic scanner, 66 
of Kirkpatrick comparator, 55 
nonlinear shaping of, 92 
Angle resolution, 10 
Angle scanning, application of, 8 
effect of dynamic instability on, 34 
interferometer, 13 
linearized output of, 92-96 
usable range of, 36, 44, 53-56 
Angle sensing, circuits for, 45-46, 48 
dual-plane, four-beam, 70-71 
two-beam, 74-75 
in general theory, 24-25 
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Angle sensing, in special theory, 
27-30 
Angle sensor, dual-plane, four-beam, 
70-71 
two-beam, 74-75 
example of, 37 
practical, 103 
single-plane, 44-47 
Angled-boresight monopulse, 88-89 
Angular range, extension, in angle 
detector, 53-56 
by conversion, 32-33, 39-40, 47 
effect of mutual coupling on, 
90-91 
realizable, 32-33 
unambiguous, 36-37, 39 
Antennas, amplitude sensing, 3 
angle-output control of, 93 
aperture utilization of, 70 
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dual-plane patterns of, 70 
electronic scanning, 62 
feeds for, 45-46, 58-59 
Fourier relationships in, 79 
generalized coordinates for, 78 
interferometer, 45 
lens, 19, 46 
maximum realizable gain of, 83, 95 
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95 
parabolic, 13-14, 45-46 
phase sensing, 6, 12-14 
principles of, 77-91 
sum pattern characteristics of, 
17-18, 36 
supergain, 80 
typical, 45—47 
Aperture functions, complex, 82 
cosinusoidal, 36, 66, 100 
criteria for, 81-84 
effect of asymmetry in, 105 
Fourier transform of, 79 
generalized coordinate of, 78 
for linear angle output, 95 
mirror image, 81—82 
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synthesis of, 77, 79 
uniform, 79, 88, 100 
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Blewett, J. P., 12-14 
Booker, H. G., 78 
Boresight, characteristics of, 96-98 
definition of, 2 
direction of, 63 
electrical, 68 
indication of, 27, 34, 59, 63 
stability of, 34, 97 
tests on, 15 
Boresight angle, generalized, 88 
Boresight sensitivity, effect on, of 
coupling between feeds, 91 
of phase comparator, 53 
of ratio conversion, 44, 47 
in electronic scanning, 65—67 
exchange with angular range, 40, 
56 
maximum, for class I, 95 
preservation of, 33 
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Boresight tracking, 8, 13, 61 
Boresighting monopulse, 8 
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boresight stability of, 34, 92, 96 
definition of, 35 
dual-plane, 70 
angle detector for, 72 
electronic boresight scanning for, 
64-66 
forms of, 57 
radar, with PPI, 65-67 
with slow AGC, 61 
system characteristics of, 92-105 
Class II monopulse, definition of, 35 
electronic boresight scanning for, 
64-65 
forms of, 57 
logarithmic angle detector for, 50 
normalization in, 51 
Class III monopulse, angle detector 
for, 50 
angular scanning range of, 55-56 
definition of, 35 
electronic boresight scanning for, 
64-65, 67-68 
forms of, 57 
normalization in, 51 
Classification, of monopulse, 33-35 
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Comparator (see Phase comparator) 
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difference comparison) 
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beam, 74 
source of, 44 
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fading records of, 4-5 
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Conversion, double, 39, 48 
in electronic boresight scanning, 
63-64 
ratio (see Ratio conversion) 
Conversion circuits, 47-48 
Conversion equation, definition of, 32 
relation to equivalence equation, 
33 
Conversion sensing ratio, 37-40 
Conversion transformation, 31-32, 
39-40, 44 
Copson, E. T., 25, 26 
Correlation, pulse-to-pulse, 12 
Coupler, short slot, 47-49, 65 
Coupling between feeds, 89-91 
dual-plane, 90-91 
single-plane, 89-90 
Crossover, angle-output, 61 
pattern function, 100 
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Data rate, 1 
Delay network, 16 
Dielectric scanner, 65 
Difference patterns, complex quad- 
rature combination of, 72 
effect of scanning on, 66-67 
produced by cosinusoidal distribu- 
tion, 36 
Direct sensing, 31 
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Dual-plane seeker, 67 
Dual-plane sensing, 12, 70 
Dual-plane sensors, 70-71, 73-75 
Dual-plane sum-and-difference net- 
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Dual-plane systems, 69 
Dual-plane three-channel tech- 
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Dual-plane tracking, 12-15 
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dual-plane, 70 
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in Page system, 17-18 
in ratio converter, 47 
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ment of, 9-10 

Electronic boresight scanning, 62-68 

effect of, on sum and difference 
patterns, 66-67 

electronic control of, 65 
mechanical control of, 65 
in radar, 65-67 
realization of, 63 
scanners for, 64 
transformation, 63 

Equivalence equation, 29 
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General theory of monopulse, 23-27 
linearized angle output in, 94 
from unified theory, 20 

Generalized aperture and pattern 

coordinates, 78 

Glint, 8, 11-12 

Group theory, 22 

Guillemin, E. A., 26 
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ning, 63, 66 
stability of, 15, 97 
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optimum spacing of, 102 
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caused by fading, 4 
servo, 11 


Kerr, J. 8., 93 
Kerr-Murdock conditions, 94 
for pure amplitude sensing, 94, 99 
for pure phase sensing, 96 
Kirkpatrick, G. M., 12-14, 52, 92 


Lawson, J. D., 23, 80 

Lawson, J. L., 11 
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Missile tracking seeker, 51, 68 
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Monopulse, angle scanning, 8 
angled-boresight, 88-89 
boresighting (see Boresighting 

monopulse) 
classification of, 12, 33-35 
concept, 7-10 
definition of, 20—21, 41 
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Multiplicative sensing functions, 29 
Multiplicative sensing ratio, 22 
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stability of, 34 
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Page, R. M., 2, 17-18 
Pattern functions, angular range 
between first nulls of, 36-37 
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criteria for, 81 
crossover of, 100 
Fourier transform of, 79 
generalized coordinate of, 78, 89 
mirror image, 25, 81-82 
observable, 79 
of uniform aperture function, 79 
Pattern ratio, 7 
Patterns, amplitude, 25 
complex, 7, 25 
difference (see Difference patterns) 
electronic boresight scanning, 66 
interference, 13 
phase, 25, 27-28 
of revolution, 74 
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sum and difference, 36-37 
Phase centers, 84-88 
for amplitude sensing, 86 
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definition of, 85 
displaced, 6, 45, 82 
effect of displacement of, 28 
optimum spacing of, 101 
of parabolic reflector, 45 
for phase sensing, 86-88 
Phase comparator, conventional, 12, 
52 
Kirkpatrick, 52-56 
Phase comparison, 6 
in radar, 12-15 
Phase difference, definition of, 28 
example of, 36-37 
Phase patterns, effective, 27-28 
Phase sensing, 27-30 
conditions for, 82—84 
dual-plane, 70 
general case of, 84, 104 
phase centers for, 86-88 
Phase shift, required in scanner, 66 
scanning, 63-64 
Polarity, signal, 13 
Postulates of monopulse, 21-23 
violation of, 60-62, 68 
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by slow AGC, 61 
Pulse-to-pulse correlation, 12 
Pulse-to-pulse fading, 4-5, 11 
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effect of fading on, 4-5, 11 
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Radar cross section, 4 
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Range gating, 8, 10, 15-16 
automatic, 15 
to isolate sources, 10 

Range resolution, 10 
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conditions for, 81-84 
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two-beam, 74-75 
Sequential lobing, 1-8 
Servo, in boresight tracking, 3, 8 
for radar antenna, 14-15 
time constant of, 61 
Servo jitter, 11 
Short slot coupler, 47—49 
broad wall, 49 
in electronic scanner, 65 
narrow wall, 49 
Side-lobe level, effect of, on sensing 
ratio, 36—37 
reduction of, 60 
of single lens, 19 
of split-beam radar, 60 
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